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GENERAL PLAN 

CELLS, TISSUES, MEMBRANES 
SKIN 

BONES, MUSCLES 
DIGESTIVE SYSTEM, 

HEART 

BLOOD VESSELS 
BLOOD 

LYMPHATIC SYSTEM J 
RESPIRATORY SYSTEM 
URINARY SYSTEM 
ENDOCRINE SYSTEM 
REPRODUCTIVE SYSTEM 
BRAIN ^ 

SPINAL CORD AND NERVES 
SENSORY SYSTEM 

DEFINITION 
HISTORY 

CHARACTERISTICS 

CLASSIFICATION 

PATHOGENIC MICROORGANISMS 

ENVIRONMENT FOR GROWTH AND 

REPRODUCTION 

METHODS OF DESTRUCTION 

INFECTION 

BODY DEFENSES 

ENVIRONMENTAL CONTROL 

BALANCED DIET 
CARBOHYDRATES 
PROTEINS 
FATS 

ENERGY REQUIREMENTS 

MINERALS 

VITAMINS 

DIGESTION 

AGE GROUP NEEDS 

PLANNING MENUS 

COOKING 

FOOD AND HEALTH 
CULTURAL PATTERNS 
CARE AND PROTECTION 
FADS AND FALLACIES 

GUIDES FOR ACTION 
ENVIRONMENT 
MEDICAL ASEPSIS 
BODY MECHANICS 
BEDS 

POSTURE AND EXERCISE 
ADMISSIONS AND DISCHARGpS 
RECORDING AND REPORTING 



MICROBIOLOGY 



NUTRITION 



FUNDAMENTALS 



05 
06 
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08 
09 
10 
11 
12 
13 
14 
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01 
02 
03 
04 
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07 
08 
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02 
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04 
05 
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DIGESTIVE SYSTER -~~ 
HEART 

BLOOD VESSELS 
BLOOD 

LYMPHATIC -SYSTEM 
RESPIRATORY SYSTEM 
URINARY SYSTEM 
ENDOCRINE SYSTEM 
REPRODUCTIVE SYSTEM 
BRAXK 

SPINAL CORD AND NERVES 
SENSORY SYSTEM 

DEFINITION 

' HISTORY 
CHARACTERISTICS 
CLASSIFICATION 
PATHOGENIC MICROORGANISMS 
ENVIRONMENT FOR GROWTH AND 
REPRODUCTION 
METHODS OF DESTRUCTION 
INFECTION 
BODY DEFENSES 
'ENVIRONMENTAL CONTROL 

BALANCED DIETi/. 
,, CARBOHYDRATES 
PROTEINS 
FATS 

ENERGY REQUIREMENTS 
MINERALS 
VITAMINS 
DIGESTION 
AGE GROUP NEEDS 
PLANNING MENUS 
COOKING 
£000 JJ^ _jE ALTH 



13 CULTURMi PATTERNS 

14. CARE AND PROTECTION 

15 FADS AND FALLACIES 

01 GUIDES FOR ACTION 

02 ENVIt«3NMENT 

03 MEDICAL ASEPSIS 

04 BODY MECHANICS 

05 BEDS 

06 POSTURE AND EXERCISE 

07 ADMISSIONS AND DISCHARGES 

08 RECORDING AND REPORTING 

09 OBSERVATION 

10 VITAL SIGNS 

11 PHYSICAL EXAMINATION 

12 HYGIENE 

13 COMFORT MEASURES 

14 FEEDING 

15 BREATHING 

16 ELIMINATION 



4V 



4S' ... 

TABLE T-I (CONT.) - INSTRUCTIONAL DIVISION AND UNIT OUTLINE 
PRACTICAL NURSING PROGRAM 



CODE 



DIVISION 



CODE 



UNIT 



04 



FUNDAMENTALS (CONT.) 



17 DIAGNOSTIC AND MEDICAL MEASURES 

18 WOUND CARE 

19 BANDAGES AND DRESSINGS 

20 > HEAT AND COLD APPLICATIONS 

21 FIRST AID 

22 THE DYING AND DEAD 

23 MEDICATIONS 



05 



THE PRACTICAL NURSE 



01 DEFINITION 

02 THE STUDENT NURSE 

03 l>ROBLEM SOLVING TECHNIQUES 

04 HISTORY 

05 NURSING EDUCATION 

06 THE HEALTH TEAM 

07 PATTERNS OF NURSING 

08 THE HOSPITAL 

09 ' INTERPERSONAL RELATIONSHIPS 

10 SPIRITUAL AND CULTURAL 

CONSIDERATIONS 

11 ETHICS 

12 THE LAW 

13 ORGANIZATIONS 

14 ' JOB OPPORTUNITIES 

15 CONTINUING EDUCATION 



06 



HUMAN BEHAVIOR 



( 



01 RATIONALE 

02 TERMINOLOGY 
^ THE HUMAN BEING 

04 INFLUENCES 

05 PERSONALITY 

06 LEARNING 

07 EMOTIONS AND BEHAVIOR 
08' ADJUSTMENT PATTERNS 

09 BEHAVIORAL PROBLEMS 

10 ILLNESS 



07 



GROWTH AND DEVELOPMENT 



ERIC 



01 RATIONALE 

02 TERMINOLOGY 
0 3 NATURE 

04 FAMILIAL INFLUENCES 

05 CHILD REARING 

06 PRSNATAL PERIOD 

07 NEO-NATAL (0-4 WEEKS) 

08 INFANT (4 WEEKS - 1 YEAR) 

09 TODDLER (1-3 YEARS) 

10 PRE-SCKOCLER (3-6 YEARS) 

11 SCHOOL AGE (6-10 YEARS) 

12 PRE-PUBERTY C 10-12 YEARS) 

13 ADOLESCENCE (12-18 YEARS) 

14 YOUNG ADULTHOOD 

15 MIDDLE AGE 



05 



THE PRACTICAL NURSE 




BANDAGES AND DRESSINGS 
HEAT AND COLD APPLICATIONS 
FIRST AID 

THE DYING AND DEAD 
MEDICATIONS 

DEFINITION 

THE STUDENT NURSE 

PROBLEM SOLVING TECHNIQUES 

HISTORY 

NURSING EDUCATION 
THE HEALTH TEAM 
PATTERNS OF NURSING 
THE HOSPITAL 

INTERPERSONAL RELATIONSHIPS 
SPIRITUAL AND CULTURAL 

CONSIDERATIONS 
ETHICS 
THE LAW 
ORGANIZATIONS 
JOB OPPORTUNITIES 
CONTINUING EDUCATION 



06 



HUMAN BEHAVIOR 



RATIONALE 

TERMINOLOGY 

THE HUMAN BEING 

INFLUENCES 

PERSONALITY 

LEARNING 

EMOTIONS AND BEHAVIOR 
ADJUSTMENT PATTERNS 
BEHAVIORAL PROBLEMS 
ILLNESS 



07 



GROWTH AND DEVELOPMENT 



01 RATIONALE 

02 TERMINOLOGY 

03 NATURE 

04 FAMILIAL INFLUENCES 

05 CHILD REARING 

06 - PRENATAL PERIOD 

07 NEO-NATAL (0-4 WEEKS) 

0 8 INFANT (4 WEEKS - 1 YEAR) 

09 TODDLER (1-3 YEARS) 

10 PRE-SCHOOLER (3-6 YEARS) 

11 SCHOOL AGE (6-10 YEARS) 

12 PRE-PUBERTY tlO-12 YEARS) 

13 ADOLESCENCE (12-18 YEARS) 

14 YOUNG ADULTHOOD 

15 MIDDLE AGE 

16 THE AGED 

17 DETERRENTS TO NORMAL GROWTH AND 

DEVELOPMENT 



08 



PHARMACOLOGY 



01 DRUG STANDARDS AND LEGISLATION 

02 SOURCES 

03 VARIOUS FORM^ 

04 EFFECTS 

05 ABBREVIATIONS 



ERIC 



T-3: 
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TABLE T-1 (CONT.) - INSTRUCTIONAL DIVISION AND UNIT OUTLINE 

PRACTICAL NURSING PROGRAM 



CODE 



DIVISION 



CODE. 



UNIT 



08 



PHARMACOLOGY (CONT.) 



09 



CARE OF ADULTS 



10 



DIET THERAPY 



11 

ERIC 



DRUG THERAPY 



06 ARITHMETIC 

07 WEIGHTS AND MEASURES 

08 FRACTIONAL DOSAi^ES 

09 SOLUTIONS \ 

10 SYRINGES I — 

11 RULES IN HANDLING MEDICINES 

12 CLASSIFICATION « 

01 BASIC CONCEPTS 

02 NdRSING CARE PLAN 
03— -^ALLERGIES 

04 SURGERY 

05 CANCER \ - 

06 ' PROLONGED ILLNESS 

07 THE GERIATRIC \ 

08 REHABILITATION 

09 RESPIRATORY DISORDERS 

10 DISORDERS OF THE BLOOD 

11 CARDlb-VASCULAR DISORDERS 

12 GASTRO-INTESTINAL DISORDERS 

13 URINARY DISORDERS 

' 14 DISORDERS OF THE REPRODUCTIVE 
SYSTEM 

15 ENDOCRINE^ DISORDERS 

16 NEUROLQGICM»-J)ISOJRDERS 

17 MUSCULO-SKELETAL DISORDERS 

18 EYE AND EAR DISORDERS 

19 DISORDERS OF THE SKIN 

20 MENTAL ILLNESS 

21 EMERGENCY AND DISASTER 

01- HOSPI^JAtlfDIETS 

02 MODIFICATION OF DIETS 

0 3 WEIGHT CONTROL 

04 HIGH CAI/ORIC 

05 DIABETIf 

06 PROTEIN CONTROLLED 

07 GASTRO-INTESTINAL DISORDERS 

08 CARDIOr VASCULAR DISORDERS 

09 RENAL DISORDERS 

10 ALLERGIES 
METABOLIC DISORDERS 

ll2 PREGNANCY 

13 LACTATION 

14 NEWBdRN AND INFANTS 

15 CHILDREN AND ADOLESCENTS 

16 ADULTS 

01; LEGAL P^SPONSIBILITTES 

02 \ LIMITATIONS 

03 "\ ANESTHETICS 

04 I ANTI-NEOPLASTICS 



09 



CARE OF ADULTS 



10 



DIET THERAPY 



11 



DRUG TllERAPy 



'09 SOLUTIONS 

10 SYRINGES 

11 RULES IN HANDLING MEDICINES 

12 CLASSIFICATION 

01 BASIC CONCEPTS, 

02 NURSING CARE PLAN 

03 " ALLERQIES 

04 SUB^ERY 

05 CANCER 

06 PROLONGED ILLNESS 

07 THE GERIATRIC 

08 REHABILITATION 

09 RESPIRATORY DISORDERS 

10 DISORDERS OF THE BLOOD 

11 CARDIO- VASCULAR DISORDERS 

12 GASTRO-INTESTINAL DISORDERS 

13 URINARY DISORDERS 

14 DISORDERS OF THE REPRODUCTIVE 

SYSTEM 

15 ENDOCRINE DISORDERS 

16 NEUROLOGICAL DISORDERS 

17 MUSCULO-SKELETAL DISORDERS 

18 EYE AND EAR DISORDERS 

19 DISORDERS OF THE SKIN 

20 MENTAL ILLNESS 

21 EMERGENCY AND DISASTER 

01 HOSPITAL DIETS * 

02 MODIFICATION OF DIETS 

03 WEIGHT CONTROL 

04 HIGH CALORIC 

05 DIABETIC . . 

06 PROTEIN CONTROLLED 

07 GASTRO-INTEStlNAL DISORDERS 

08 CARDIO-VASCULAR DISORDERS 

09 RENAL DISORDERS 

10 ALLERGIES 

11 METABOLIC DISORDERS 

12 PREGNANCY 

13 LACTATION 

14 NEWBORN AND INFANTS 

15 CHILDREN AND ADOLE.SCENTS 

16 ADULTS 

01 LEGAL RESPONSIBILITIES 

02 LIMITATIONS 

03 ANESTHETICS 

04 ANTI-NEOPLASTICS 

05 ANTI-INFECTIVES 

06 SKIN DISORDERS 

07 BLOOD DISORDERS 

08 CARDIO-VASCULAR DISORDERS 

09 RESPIRATORY DISORDERS 

10 GASTRO-INTESTINAL DISORDERS 
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TABLE T-1 (CONT.) - INSTRUCTIONAL DI VISION AND UNIT OUTLINE 

PRACTICAL NURSING PROGRAM 



CODE 

ii 



DIVISION 
DRUG THERAPY (CONT.) 




12 



MATERNITY 



13 



PEDIATRICS 



CODE UNIT 

11 GENIHO-URINARY DISORDERS \ 

12 ENDOCRINE DISORDERS 

13 NEUROLOGICAL DISORDERS 

14 MUSCULO-SKELETAL DISORDERS 

15 EYE DISORDERS 

16 EAR DISORDERS 

01 • PRENATAL DEVELOPMENT 

02 PREPARATION * 

03 'PROBLEMS OF PREGNANCY 

04 LABOR 

05 DELIVERY 

06 POST-PARTUM 
.07 NEWBORN 

08 HEALTH REGULATIONS 

09 FAMILY PLANNING 

01 CHILD WELFARE 

02 CHILD CARE 

03 HEALTHY CHILD 

04 ILL CHILD 

05 HOSPITALIZATION 

06 DISORDERS OF INFANT 

07 DISORDERS OF TODDLER 

08 DISORDERS OF PRE-SCHOOLER 

09 DISORDERS OF SCHOOL AGER 

10 DISORDERS OF ADOLESCENT 

11 SPECIAL NEEDS AND. ABNORMALITIES 



no 
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CODE 



TABLE T-IA - ADDITIONAL INSTRUCTIONAL DIV ISIONS MP UNITS 

PRACTICAL NURSING PROGRAM 

DIVISION CODE UNIT 
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TABEL T-IA - ADDITIONAL INSTRUCTIONAL DIVISIONS AND UNITS (CONT. 

PRACTICAL NURSING PROGRAM 

CODE DIVISION CODE UNIT __ 
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TABLE T-2 - TERMOB DIVISION AND UNIT OUTLINE 



PRACTICAL NURSING PROGRAM 



^OGR 



does" this outline contain all topics in which graduates acquire job- 
• e::tpy skills? yes no 



CODE 



DIVISION 



CODE 



UNIT— 



01 



BODY MECHANICS 



01 
02 

03 



ANATOMICAL POSITION 
PATIENT ASSISTED FROM BED 

TO CHAIR 
BUCK'S EXTENSION 



02 



BEDS AND ENVIRONMENT 



01 OPEN BED 

02 ANESTHESIA RECOVERY BED 

03 OCCUPIED BED 

04 CLEANING A UNIT 

05 COMFORT MEASURES 



SDMISSlC/«c^ , 
AND RECORDING 



rCHARGES, 0^ ADMISSIONS 

02 DISCHARGES 

03 . WRITTEN RECORDS 



04 



05 
06 



VITAL. SIGNS AND 
OBSERVATIONS 



PHYSICAL EXAMINATION 



HYGIENE 



01 TEMPERATURE 

02 HEARTBEAT OR PULSE 

03 RESPIRATION 

04 BLOOD PRESSURE 

05 INTAKE AND OUTPUT 

01 GENERAL 

02 VAGINAL 

01 BATHS 

02 GENERAL CARE 

03 HEAD CARE 

04 BACK CARE 

05 ; MOUTH CARE 

06 ^"^'WAGINAL DOUCHE 

0 7 PSURGICAL PREPARATION OF SKIN 



07 FEEDING 

08 eliminatIon 



01 FEEDlNQ OF PATIENT 

01 IN BED , ( 

02 CATHETERIZATION 

03 IRRIGATION 
0 4 ENEMA 

05 RECTAL TUBE 



09 MEDICAL MEASURES 

•^1 



01 
02 
03 
04 



THROAT IRRIGATION 
EYE CARE 
INHALATION 
C ROUPE TTE 



10 



SPECIMENS AND TESTS 



01 STOOL SPECIMEN 

02 URINE SPECIMEN 

03 SPUTUM SPECIMEN 

04 TESTS 



ERIC 



11 

12 



WOUND CARE 



TEMPERAS^REJ CONTROLLED 
APPLICATIONS 



01 
02 

01 
02 



BANDAGES 
DRESSINGS 

HOT ~ 
COLD 



BEDS AMD ENVIRONMENT 



L 



03 



04 



ADMISSIONS, DISCHARGES, 
AND RECORDING 



VITAL SIGNS AND 
OBSERVATIONS 



05 
06 



PHYSICAL E 



HYGIENE 



XA^INAT^f^ 



UT OPEN BED 

02 ANESTHESIA RECOVERY BED 

03 OCCUPIED BED 

04 CLEANING A UNIT 

05 COMF'ORT MEASURES 

01 ADMISSIONS 

02 DISCHARGES 

03 . WRITTEN RECORDS 

01 TEMPERATURE 

02 HEARTBEAT OR PUI^SE 

03 RESPIRATION 

04 BLOOD PRESSURE 

05 INTAKE AND OUTPUT 

01 GENERAL 

02 . VAGINAL 

01 BATHS 

02 GENERAL CARE 

03 HEAD CARE 

04 BACK CARE 

05 MOUTH CARE 

06 VAGINAL DOUCHE 
"01 ~SXJR5rCSL"~PREFARATrONnDF-SKlN' 



07 
08 



FEEING 
ELIMINATION 



i 



od 



10 



MEDICAL MEASURES 



SPECIMENS AND TESTS 



11 
12 
13 
14 



WOUND CARE 

TEMPERATURE CONtTROLLED 
APPLICATIONS 

MEDICATIONS 

THE DYING & THE DEAD 



01 FEEDING OF PATIENT 

01 IN BED 

02 CATHETERIZATION 

03 IRRIGATION 

04 ENEMA 

05 RECTAL TUBE 

01 THROAT IRRIGATION 

02 EYE CARE 

03 INHALATION 

04 CROUPETTE 

01 ' STOOL SPECIMElK 

02 URINE .SPECIMEN ) 

03 SPUTUM SPECIMEN ' 

04 TESTS 

01 BANDAGES 

02 DRESSINGS 

01 HOT 

02 COLD 

01 MEDICINE TRAY 

02 INJECTIONS 

01 - POST MORTEM CARE 



5u 
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TABLE T-2A 


f^nPTTTAVAT. TRRMOB DIVISIONS AND UNITS 






PRACTICAL NURSING PROGRAM 




DIVISION 


. CODE UNIT — 




1^ A w tm «■» Xr*^ 


/ JIfc 








1 


I- 




\ 

i V 


% ^ 


A 


* 


% 


V 












• 






» 




IBRMINAL PERFORMANCE OBJECTIVES (TERMOBS) 

and , 
REPORTING FORMS 




MISOE MO 



PFOGRAM 



DIVISION 01 BODY MECHANICS 
UNIT ' 01 ANATOMICAL POSITION 
TERMOB NO. Q2-QQ1 



1.00 CONDITION 



( ) 

( ) 

( ) 

( ) 

( ) 



1.01 STUDENT. 

1.02 tATlENT 

1.03 MEDICAL MANNEQUIN 

1.04 BED 

1.05 SANDBAGS, IP NEEDED 
JL, 06 PILLOWS 



O 1707 FOOT BOARD 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 

J-J 2.01 pbsi^lOt^ PATIE NT Ilj BED EMPLOYlttG THE FOLLOWING 

PROCEDURE: 



( ) 2.02 EXTEtjb ARMS AND LEGS 
( )' 2.03 ROTATE ARMS AND LEGS 
( ) 2.04 SUPPORT ARMS AND LEGS 



3.00 EXTENT 



er|c 



GENERAL STATEME NT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

T-) JUI — PATlteNT IS IN PROPER ANATOMICAL POSITION TO APPROVAL 

OF PANEL OF REGISTERED NURSES. TO BE COMPLETED 
WITHIN 10 MINUTES WITH EACH STEP OF PROCEDURE JUDGED 
AS SATISFACTORY OR UNSATISFACTORY. 



-fl — ARMS ANb LEGS ARE STRAIGHT AND LYING FLa'i' ' 

( ) 3.03 ARMS AND LEGS ARE ROTATED OUTWARD FROM THE BODY 

( ) 3.04 ARMS AND LEGS PROPERLY SUPPORTED IN CORRECT POSITION 

59 



PROGRAM PRACTICAL NURSING 
USOE CODE NO(S) 



. 1.00 CONDITION 



MZSOE NO. 



DIVISION 01 
UNIT 01 
TERMOB NO. 



BODY MECHANICS 



ANATOMICAL POSITION 



02-001 



2.00 PERFORMANCE 

GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



3.00 EXTENT 

GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 



60 
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PROGRAM PRACTICAL NURSING 



1,00 CONDITION 



( ) 
( ) 
( ) 
( ) 
( ) 
^^^^ 



1.01 
1.02 
1.0 3 
1.04 
1.05 



STUDENT 

PATIENT 

BED 

CHAIR 

PILLOWS 



( ) 1.07 FOOTSTOOL 



2,00 PERFORMANCE 



DIVISION 01 BODY MSCHAN-ICS^' 



02 PATIENT ASSISTED 
FROM BED TO CHAIR 
TBRMOB NO. ' 02-002 ~ 



RPNERAL STATEMENT OF PE RFORMANCE AND RESU LTING OUTCOME 
GENERAL^ST A^MENX .^^^ .^^p ^ qh^ IR EMPLOYING THE 

FOLLOWING PROCEDURE: 



( 


) 


-7. 02 


( 


) 


2.03 


( 


) 


2.04 


( 


) 


2.05 


( 


y 


2.06 


( 


) 


2.07 



SWING PATIENT INTO SITTING POSITION^ 

ASSIST PATIENT TO COME TO A STANDING POSITION 

PIVOT, ASSISTING PATIENT 

LOWER PATlEliT INTO CHAiR 

ARRANGE PILLOWS AND FOOTSTOOL 

COVER LOWER BODY 



3.00 EXTENT 



ERIC 



rPNP PAT STATEMENT OF EXTENT AN D EXTENT OF RESULTING OUTCOME 
GENERAL STATEMENT OF EX^^^ ASSISTED FROM BED TO CHAIR TO AP PROVAL 

< ^ OF PANEL OF REGISTERED NURSES. TO BE COMPLETED 

WITHIN 15 MINUTES WITH EACH STEP OP PROCEDURE JUDGED 
AS SATISFACTORY OR UNSATISFACTORV 



( ) 3,02 NURSE STANDS WITH FEET SEPARATED, WEIGHT BALANCED, 

HIPS AND- KNEES FLEXED 
( ) 3 03 NURSE STANDS WITH GOOD POSTURE DIRECTLY IN FRONT OF 
( ) 3.0 J sup,poRTING-PATIENT_i'IRMLY: 



( ) 

( ) 

( ) 

( ) 



0 4 PATIENT SUPPORTED 
3 05 NURSE MAINTAINS GOOD BODY ALIGNMENT, FLEXES HIPS AND 
KNEES, AND PROTECTS BACK AS SHE LOWERS PATIENT 

3.06 AS NECESSARY FOR COMFORT ' 

3.07 SNUGLY BLANKET WILL REMAIN IN POSITION 
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MISOe MO. 



PROGRAM PRACTICAL NURSING 
USOE CODE NO(S) 



DIVISION 01 
UNIT - 02 
TERMOR NO. 



Ppnv MRPH&NTrft 



PATIENT ASSISTED 
PROM BED TO CHAIR 



Q2-002 



X,00 CONDITIOH' 



■V 

2.00 PERFORMANCE 

GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 

f ^ 



3.00 EXTENT 

GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 



32 




MISOE NO. 

♦ 
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PROGRAM PRACTICAL NURSING 



DIVISION 01 BODY MECHANICS 



UNIT 03 BUCK'S EXTEIISIOi;" 

TERMOB NO. 



02-003 



1.00 CONDITION 



( ) 1.01 MEDICAL MANNEQUIN 



( ) 
( ) 
( ) 
( ) 



1.02 
1.03 
1.04 
1.05 



STUDENT 
PATIENT 

BSD " 
ADJUSTABLE BUCK'S EXTENSION HOC«C 
A. UNILATERAL - ONE HOOK 



( ) 

( ) 

( ) 

( ) 

( ) 

( ) 

( ) 



1.06 
1.07 
i:08 
1.09 
1.10 
1.11 
1.12 



-B. BILATERAL TWO HOOKS 

WIRE SPREADER BAR - 1 OR 2 
ROPE - 1 OR 2 LENGTHS 
MOLESKIN - 1 OR 2 STRIPS 
FOAM RUBBER - 2 OR 4 STRIPS 
WEIGHT HOLDERS - 1 OR 2 
REQUIRED WEIGHTS 

ACE BANDAGE *- 1 OR 2 ROLLS 3" - 4" 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 

ri 2.01 ASSlgy t»HYSIC^At^ It^ APPlliYltjG TRACTION TO LEG 

EMPLOYING THE FOLLOWING PROCEDURE: 



T-\ BEib Stl6ULD BE FLAT ' 

( ) 2.03 DETERMINE PROPER LENGTH OF RUBBER STRIPS 
( ) 2 04 APPLY FOAM RUBBER STRIPS TO BOTH ENDS OF MOLESKIN 
f ) 2' OS PLACE FOAM RUBBER STRIPS AGAINST EITHER SIDE OF LEG 
( ) 2.06 APPLY ACE BANDAGES OVER FOAM AND MOLESKIN STRIPS TO 

SECURE THEM FROM ANKLE TO BELOW KNEE 
( ) 2.07 PLACE WIRE SPREADER BAR THROUGH PLASTIC COVERED LOOP 
! 2.0s ATTACH ROPE FROM SPREADER 3 AR DOWN OVER PULLEY ON 

ADJUSTABLE BUCK'S EXTENSION HOOK TO WEIGHT LADDER 
( ) 2.09 APPLY WEIGHT TO HOLDER 

( ) 2.10 BE SURE SIGNAL LIGHT IS WITHIN REACH OF PATIENT 



3.00, EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTI NG OUTCOME 
7)3 01 TRACTION APPLIEb PrSpER^Y tf6 LtG T6 APP ROVAL OF 

. PANEL OF REGISTERED NURSES. TO BE COMPLETED WITHIN 
10 MINUTES WITH EACH STEP OF PROCEDURE JUDGED AS 
SATISFACTORY OR UNSATISFACTORY . 



i 3 02 BED FXAT 

( ) 3,' 03 LENGTH DETERMINED BY PLACING FOAM RUBBER STRIPS ON BOTH 

SIDES OF LEG ^ 

' «^ »»^>.r^»*r ,srM r^T^omrn nnX7vr3. PPHM 



( 7 1.01 HEDIUAL HARHEyUJ-B | 



( ) 
( ) 
( ) 
( ) 



1,02 
1.03 
1.04 
1.05 



1.06 
1.07 
1.08 
1.09 
1.10 
1.11 
1.12 



STUDENT 
PATIENT 
BED * 

adjustable buck's extension hook 
a; unilateral.- one, hook 
b. bilateral - two hooks 

wire spreader bar * 1 or 2 

rope - 1 or 2 lengths 

moleskin - 1 or 2 strips 

foam rubber - 2 or 4 strips 

weight holders - 1 or 2 

REQUIRED WEIGHTS 

ACE BANDAGE - 1 OR 2 ROLLS 3" - 4' 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RES ULTING OUTCOME 

Yl — 2.01 X55^5(I? ptiYMtP^ APPLYitjG Fraction to leg 

EMPLOYING THE FOLLOWING PROCEDURE: 



2 .^^ BtiD SHOULa BE FLAT 



2.03 DETERMINE PROPER~LlNGTH"OF"RUBBER'-STRXPt 
2 04 APPLY FOAM RUBBER STRIPS TO BOTH ENDS OF MdLESKIN 
2! 05 PLACE FOAM RUBBER STillPS AGAINST EITHER SIDE OF LEG 

2.06 APPLY ACE BANDAGES OVER FOAM AND MOLESKIN STRIPS TO 

SECURE THEM 'FROM ANKLE TO BELOW KNEE 

2.07 PLACE WIRE SPREADER BAR THROUGH PLASTIC COVERED LOOP 

2.08 ATTACH ROPE FROM SPREADER BAR DOWN OVER PULLEY ON 

ADJUSTABLE BUCK'S EXTENSION HOOK TO WEIGHT LADDER 

2.09 APPLY WEIGHT TO HOLDER 

2.10 BE SURE SIGNAL LIGHT IS WlffHIN REACH OF PATIENT 



3.00 EXTENT 



ERIC 



GENERAL STATEME NT OF EXTENT AND EXTENT OF RESULTIN G OUTCOME 

■J-) m — TRACtloM' APPLIED PROPERLY TO LEG TO APPROVAL OE/ 

PANEL OF REGISTERED UURSES. TO BE COMPLETED WITHIN 
10 MINUTES WITH EACH STEP OF PROCEDURE JUDGED AS 
SATISFACTORY OR UNSATISFACTORY . 



T 



(,) 
) 



( 



( ) 
( ) 
( ) 
( ) 



3.03 



( ) 3.04 



3.05 
3.06 

3.07 
3.08 
3.09 
3.10 




BED FIjAT 

LENGTH DETERMINED BY PLACING FOAM RUBBER STRIPS ON BOTH 
SIDES OF LEG 

FOAM RUBBER APPLIED BY REMOVAL OP PLASTIC COVER FROM 
ADHERENT SIDE FOR PROPER LENGTH. CENTER SECTION 
REMAINS COVERED WITH PLASTIC 

PLASTIC COVERED LOOP EXTENDS BELOW FEET 

ACE BANDAGE WRAPPED TWICE AROUND THE ANKLE IN A FIGURE 
8 UNDER THE INSTEP, THEN UP THE LEG 

WIRE SPREADER BAR PLACED THROUGH PLASTIC COVERED LOOP 

ROPE PROPERLY ATTACHED 

REQUIRED WEIGHT APPLIED 

SIGNAL LIGHT WITHIN REACH OF PATIENT 7/74 

64 

T-16 



MISOB NO. 



PlftOGRAM PRACTICAL NURSING DIVISION 01 BODY MECHANICS 

USOE CODE NO(S) " UNIT 03 BUCK'S EXTENSfglT 

- TERMOa. NO. ^ 02-003 ~ 



1,00 CONDITION 



2.00 PERFORMANCE 

GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



3.00 EXTENT 1 

GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 



ERIC 



1 



« 



MISOE NO. 



PROGRAM PRACTICAL NURSING 



DIVISION 02 BEDS AND 
ENVIRONMI 
UNIT 01 OPEN BED 

TERMOB NO. 02-004 



1.00 CONDITION 



( 
( 

(* 



1.01 
1.02 
1.03 
1.04 
1.05 



/ 

TWO LARGE SHEETS 
SINGLE BLANKET 
SPREAD 

TWO PILLOWS WITH INSIDE AND OUTSIDE CASES 
BATH BLANKET 

FACE C LOTH , FACE TOWEL AND BATH TOWEL 



2.00 PERFORMANCE 



GENERAL ST ATEMENT OF PERFORMANCE AND RESULTING OUTCOME 

j-^ 2T?n — MAKE ' aN OPEN BED EMPLOYING THE FOLLOWING PROCEDURE : 



2.02 RAISE BED ^ 

2.03 PLACE TOWELS AND FACE CLOTHS ON RACK OF BEDSIDE, 

CABINET 

2.04 PLACE BATH BLANKET IN CABINET 

2.05 PLACE IiINEN ON CHAIR 

2.06 PLACE SHEET ON BED AND UNFOLD NEATLY WITH MIDDLE FOLD 

CENTERED 

2.07 TUCK ABOUT 20 INCHES UNDER TOP OF MATTRESS 

2.08 MITER TOP CORNER.*' TUCK SHEET IN ALONG SIDE 

2.09 PLACE TOP SHEET 

2.10 PLAC^; BLANKET ABOUT 5 INCHES FROM TOP OF MATTRESS ^ 

2.11 PLACE SPREAD CENTERED; TUCK UNDER AT FOOT OF MATTRESS 

AND' MITER CORNER 

2.12 GO TO OPPOSITE SIDE OF BED AND FOLD LINEN 

2.13 PULL BOTTOM SHEET TIGHT, MITER TOP CORNER AND TUCK IN 

ALONG SIDE 

2.14 SMOOTH TOP SHEET, BLANKET AND SPREAD OVER FOOT OF 

MATTRESS AND MITER CORNER 

2.15 PUSH MATTRESS AGAINST HEAD OF BED 

2.16 FOLD EDGE OF SPREAD UNDER BLANKET AT HEAD OF BED . 

2.17 FOLD TOP SHEET BACK OVER BLANKET AND SPREAD 

2.18 FAN FOLD • ^ 

2.19 FIT CASES TO PILLOWS, PLEAT AT TOP, PLACEMAN BED WITH 
OPEN END OF CASE AWAY FROM DOOR 



G6 




MISOE NO. 



PROGRAM PRACTICAL NURSING DIVISION 02 BEDS AHD . , • 

~" ENVIRONMENT ^ 

USOE CODE NO(S) UNIT 01 OPEN BED " 

. ; - ♦ 

TBRMOB NO. 02-004 



1.00 CONDITION 



f/ » 

2,00 PERFORMANCE ^ 

GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 

/ 




iMiiiiiiiiiiiai 



MISOE NO. J__ 

PROGRAM- 'practical NURSING 



DIVISION 02 BEDS AND 

ENVIRONMENT 
UNIT 01 OPEN BED 

TERMOB NO. 02-004 (CONT.) 



3.00 EXTENT 



GENERAL ST ATEMENT OF EXTENT AND EXTENT OF RESULT ING OUTCOME 
{ ) 3.01 OPEN BED PROPERLY MADE TO APPROVAL OF- PANEL OF 
REGISTERED NURSES. TO BE COMPLETED WITHIN 5 

MINOTES^mTtt .EACa^El!.^m 



"SATISFACTORY OR UNSATISFACTORYT 



TT 

( ) 
( ) 
( ) 
( ) 



) 



4i 

( ) 
( ) 



3.03 
3.04 
3.. 05 
3.06 



( .) 3.07 
( ) 3.08 
( ) 3.09 



3.10 
3.11 
3.12 
3.13 
3.14 
3.15 
3.16 
3.17 
3.18 



( ) 3.19 



BED RAISED TO HIGHEST LEVEL 

TOWELS AND WASH CLOTHS PLACED ON RACK 

BATH BLANKET PLACED IN CABINET 

LINEN PLACED IN ORDER IT WILL BE USED 

WIDE HEJ4 ON TOP WITH ROUGH SIDE DOWN^J)NE HEM EVEN 

WITH FOOT OF MATTRESS 
SMOOTHLY • • * 

NEATLY 

WIDE HEM ON TOP WITH ROUGH SIDE UP; MIDDLE FOLD TO 

CENTER OF BED 
BLANKET CENTERED 

SHEET, BlANKET, AND SPREAD MITfeRED NEATLY 
LINEN FAN FOLDED NEATLY TO CENTER 
SHEET TUCKED IN TIGHTLY 
CORNER NEATLY MITERED 
MATTRESS FLUSH WITH HEAD 
NEATLY . 

NEATLY . . ^„ 

FAN FOLDED BY BRINGING TOP EDGES OF LINEN TO FOOT OF 

BED AND THEN FOLDING TH^IM.BACK TO CENTER OF BED 
CORNERS FIT WELL INTO PILLOWS 



08 



ERIC 



MISOE NO., 



PROGRAM PRACTICAL NURSING 



USOE CODE NO(S) 



DIVISION 02 
UNIT 01 
TERMOB NO. 



BEDS AND 



ENVIRONMENT 



OPEN BED 



02-004 fCONT.) 



3.00 EXTENT 



GENERAL STATEMENT OF EXTENT AN 



ENT OF RESULTING OUTCOME 
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ERIC 



\ 



MXSOE pO. 
PROGRAM 



PRACTICAL NURSING 



DIVISION 02 B EDS AND 

EHVtftOHMEN'i' 

UNIT 



02 ANESTHESIA PJSCOVERY 
BED . 



TERMOB NO. 02-005 



1.00 CONDITION 



- 1.01 
1.02 
1.03 
1.0 4 
1.05 
^1.06 
1.07 
1.08 



PROTECTOR 

COTTON BATH BLikNKET 
EMESIS BASIN 
TONGUE DEPRESSORS 
MOUTH WIPES 

PAPER BAG AND SAFETY PIN 
PROTECTED PILLOW 
' SPECIAL EQUIPMENT AS NECESSARY 



2.00 PERFORMANCE 



GENERAL STATEME NT OF PERFORMANCE AND RESULTING OUTCOME 

7— J Trtn. — MAKE AN ANESTHESIA RECOVERY BED EMPLOYING THE 

FOLLOWING PROCEDURE: t> 



( 


) 


2.62 


( 


) 


2.03 


( 


) 


2.04 


( 


) 


2.05 


( 


) 


2.06 


( 


) 


2.0 7 


( 


) 


2.08 


( 


) 


2.09 


( 


) 


2.10 


( 


) 


2.11 


( 


) 


2. 12 


( 


) 


2.13 


( 


) 


2. 14 


( 


) 


2.15 


( 


) 


2. 16 


( 


) 


2. 17 


( 


) 


'2.18 


( 


) 


2. 19 



PLACE TOWELS AND WASH CLOTHS ON RACK OF BEDSIDE CABINET 
PLACE BATH BLANKET -IN CABINET 
PLACE LINEN ON CHAIR 

PLACE SIffiET ON BED AND UNFOLD NEATLY WITH MIDDLE FOLD 

CENTERED - 
TUCK ABOUT 20 INCHES UNDER TOP OF MATTRESS 
MITER TOP CORNER. TUCK SHEET IN ALONG THE SIDE 
PLACE PROTECTOR OVER HEAD OF MATTRESS 
PLACE BATH BLANKET ON BED 

PLACE TOP SHEET, BED BLANKET AND SPREAD ON BED 

FOLD LINEN BACK ' r^^r^r:, 

FOLD UPPER END OF COVERS TOWARD CENTER OF BED ON SIDE 

OF BED WHERE STRETCHER CAN BE PLACED ALONG SIDE 

MOST EASILY; DO THE SAME WITH LOWER END 
HOLDING FOLDED LiflEN AT TIP OF THE "V", FAN FOLD IT 

TO THE OPPOSITE SIDE 
PLACE PILLOWS ON CHAIR; BE SURE BED HAS SIDE RAILS 
CLEAR TOP 'OF BEDSIDE TABLE. ARRANGE EMESIS BASIN, 

TONGUE DEPRESSORS, MOUTH WIPES, PAPER AND PENCIL. 

PIN PAPER BAG TO SIDE OF BED NEAR HEAD 
ARRANGE SPECIAL EQUIPMENT AS NECESSARY ^ 
LEAVE BED AT ITS HIGHEST LEVEL 'W 
CLOSfi WINDOWS IN ROOM 

70 



ERIC 



4.^ 



MISOE MO. 



PROGRAM PRACTICAL- NURSING 



USOE CODE NO(S) 



1.00 CONDITION 



DIVISION 02 



UNIT 



02 



TERMOB NO. 



BEDS AND 



ENVIRONMENT 



ANESTHESIA RECOVERY 



BED 



02-005 



\ 



2.00 PERFORMANCE 

GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



71 




Jl.t^.lM-<>il.--Jji.t.i ■>fe2 



MISOE NO. 



Pt«>GRAM PRACTICAL NUR S-ING 



blVTSJON 02 BEDS AND 

UNIT 02 'ANESTHESIA VECOVEki 



TERMOB NO. 



PEP ^ 

02-005 (CONT.) 



3.00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

Tjn. ANESTHESIA RECOVERY BED NEATLY AND PROPERLY MADE TO 
APPROVAL OF A PANEL OF REGISTERED NURSES. TO BE 
COMPLETED WITHIN 10 MINUTES WITH EACH STEP OF THE 
PROCEDURE JUDGED AS SATISFACTORY OR UNSATISFACTORY. 



ONE HEM EVEN 



3. 02 BED RAISED TO HIGHEST LEVEL 

3.03 TOWELS AND WASH CLOTHS PLACED ON RACK 

3.04 B'ATH BLANKET PLACED IN CABINET 

3.05 LINEN PLACED IN ^RDER IT WILL BE USED 
^3.06 WIDE HEM ON TOP WITH ROUGH SIDE DOWN; 

WITH FOOT OF MATTRESS 

3.07 SMOOTHLY 

3.08 NEATLY 

3.0 9 ADDED PROTECTION BENEATH PATIENT'S BUTTOCKS MAY BE 
USED IN CASES OF RECTAL OR PELVIC SURGERY 

3.10 TOP EDGE OF BATH:. BLANKET 6 INCHES FROM HEAD OP 

MATTRESS 

3.11 TOP SHEET, BED BLANKET AND SPREAD PLACED IN USUAL 

MANNER WITHOUT -TUCKING IN ' A 

3.12 LINEN FQLDED BACK AT FOOT OP ^BED EVEN WITH EDGE OF 

MATTRESS 

3.13 FOLDED COVERS RESEMBLE A "V" 

3.14 LINEN NEATLY PAN FOLDED 

3.15 PILLOWS PLACED NEATLY ON BEDSIDE CHAIR 
'3 . 16 MATERIALS ARRANGED* CONVENIElfTLY 

3.17 ALL NECESSARY SPECIAL EQUIPMENT? PROPERLY ARRANGED 

3.18 BED AT HIGHEST LEVEL 

3.19 NO DRAFT 
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PROGRAM PRACTICAL NURSING 
USOE CODE NO(S) ~ 



DIVISION 02 
UNIT 02 
TERMOB NO, 



MISOE NO. 



BEDS AND 



ENVIRONMENT > 



ANESTHESIA RECOVERY 



BED 



02-005 (CONT.) 



3*00 EXTENT 

GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 




7t> 



ERIC * 



MISOE NO. 



PROGRAM PRACTICAL NURSING DIVISION 02 BEDS AND 

. " ENVIRONMENT 

" ^ UNIT 03 OCCUPIED BED 



TERMOB NO. 02-006 



1.00 CONDITION 

( ) 1.01 TWO LARGE SHEETS 

( ) 1.02 DRAW SHEET 

( ) 1.03 SINGLE BLANKET 

( ) 1.04 SPREAD 

( ) 1.05 MEDICAL MANNEQUIN 

- ( ) 1.06 STUDENT PATIENT 

(1 1.07 PATIENT 

( ) 1.0 8 TWO PILLOWS WITH INSIDE AND OUTSIDE CASES 

( ) 1.09 BATH BLANKET 

( ) 1.10 FACE CLOTH, FACE TOWEL AND BATH TOWEL 



2.00 PERFORMANCE 



GENERAL S TATEMENT OF PERFORMANCE AND RESULTING QUTCOI^ 

-pj 2.01 I^AKE AN OCCUPIED BEb EMPLOYING THE FOLLOWING PROCEDURE: 



( ) 



ERIC 



2.02 PLACE CLEAN LINEN ON BEDSIDE CHAIR 

2.03 SCREEN PATIENT AND LOWER FOOT BOARD, IF. POSSIBLE; 

RAISE BED 

2.04 PULL MATTRESS TO HEAD OF BED 

2.05 REMOVE AND FOLD SPREAD AND BLANKET? PLACE ON CHAIR 

BACK ..J^'^t^ ' 

2.06 COVER PATIENT WITH ^ATH BLANKET 

2.07 REMOVE ONE PILLOW, LEAVING ONE PILLOW UNDER PATIENT'S 

HEAD 

2.08 FOLD TOP SHEET TO BOTTOM; REMOVE 

2.09 LOOSEN LOWER BED LINEN AND ASSIST PATIENT TURNING OR 

MOVING TO OPPOSITE SIDE OF BED 

2.10 FOLD DRAW SHEET, IF USED^ CLOSE TO PATIENT 

2.11 FOLD RUBBER DRAW SHEET, IF USED 

2.12 FOLD UNDER SHEET * 

2.13 SMOOTH MATTRESS COVER 

2.14 PLACE CLEAN SHEE^ ON BED AND MAKE SIDE AS FOR UNOCCUPIED 

2.15 RETURN RUBBER DRAW SHEET, IF USED, SMOOTH AND TUCK IN 

FREE PORTION 

2.16 PLACE CLEAN DRAW SHEET IN PLACE, TUCK IN SIDE , FOLD 

FREE PORTION CLOSE TO PATIENT'S BACK 

2.17 TURli PATIENT BACK OVER ROLL OF LINEN; PLACE PILLOW 

UNDER HEAD 

2.18 GO TO Opposite side of bed 

2.19 fold soiled BOTITOM SHEET, DRAW SHEET TO FOOT OF BED 

AND REMOVE • . . 

2.20 MAKE AS UNOCCUPIED BED. PULCgMiL WRINKLES OUT; 

^ CHANGE PILLOWCASES AND REpTaCE PILLOWS , LEAVE 
( 'A PATIENT COMFORTABLE AND UNIT IN ORDER 



MISOE NO. 



PROGRAM PRACTICAL NURSING 
fSOE CODE NO(S) 



DIVISION 02 
UNIT 03 
TERMOB NO. 



BEDS AND 



ENVIRONMENT 



OCCUPIED BED 



1.00 CONDITION 



V 



2.00 PERFORMANCE 

GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 
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I) 



ERIC 



MISOE NO. 



PROGRAM PRACTICAL HURSING 



DIVISION 02 ntgng awn 

ENVIRONMENT 
UNIT 03 OCCUPIED BED 



TERMOB NO. 0'2->QQ6 (CONT.) 



3.00 EXTENT 



GENERAL STA TEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

T) 3.01 OCCUPIED BED NEATL Y AND PROPERLY MADE TO APPROVAL OF 

A PANEL OF REGISTERED NURSES. TO BE COMPLETED WITHIN 
10 MINUTES WITH EACH STEP OF THE PROCEDURE JUDGED AS 
SATISFACTORY OR UNSATISFACTORY. 



3.02 

3.03 

3.04 

3.05 

3.06 

3.07 

3.08 

3.09 

3.10 

3.11 

3.12 

3.13. 

3.14 

3.15 

3.16 

3.17 

3.18 

3.19 

3.20 



LINEN PILED IN ORDER OP USE 
BED I^AISED TO HIGH LEVEL 

MATTRESS PLACED SQUARELY AT HEAD OF BED 
SPREAD AND BLANKET FOLDED NEATLY 

BATH BLANKET TUCKED UNDER SHOULDERS OR HELD BY PATIENT 

PILLOW PLACED ON CHAIR PNDER CLEAN LINEN 

SHEET FOLDED NEATLY 1 ^ 

PATIENT ASSISTED WITHOUT STRAIN 

DRAW SHEET FOLDED 'cLOSE TO PATIENT, IF USED 

RUBBER. DRAW SHEET FOLDfiD CLOSE TO PATIENT, IF USED 

SHEET FOLDED CLOSE TO PATIENT 

MATTRESS COVEH SMObTH 

FREE PORTION FOLDED CLOSE TO PATIENT'S BACK 

FREE PORTION TUCKEb IN CLOSE TO BACK 

FPJEE PORTION FAN FOLDED CLOSE TO PATIENT'S BACK 

PATIENT ON CLEAN SIDE OF BED ' 

NURSE ON OPPOSITE SIDE 

SOILED SHEET 'PLACED ItJ HAMPER 

BED NEAT; PATIENT COMFORTABLE 



ERIC 



7G 



MISOE NO. 

♦ ' 

* PROGRAM PRACTICAL NURSING DIVISION 02 BEDS AND 

~~~^~~~~Z ENVIRONMENT 
USOE CODE NO(S) ' ~- UNIT 03 OCCUPIED BED 

. ; TERMOR NO. 02-006 (CONT.) 



3.00 EXTENT ! 

* 

GENE RAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 




t 



ERIC 



MISOE NO. 



78 



PROGRAM PRACTICAL NURSING 



DIVISION 02 BEDS AND 

ENVIRONMENT 
UNIT 04 CLEANING A UNIT 

TERMOB NO. 02-00 7 " 



1.00 CONDITION 



1.01 
1.02 
1,03 
1.04 
1.05 
1.06 



BASIN OF HOT WATIiR AND DISINFECTANT 

CLEANING CLOTHS 

NEWSPAPER 

GLOVES 

BED 

CHAIR 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 
Tl JTUI CLEAN A UNIT EMPLOYING THE FOLLOWING PROCEDURE 



Tl TT^n STRIP BED : I 

( ) 2.03 PUT GLOVES ON. TAKE UTENSILS TO UTILITY ROOM, CLEANSE 

• AND SOAK IN DISINFECTANT 
( ) 2.04 BRING EQUIPMENT TO UNIT AND PLACE BASIN ON NEWSPAPER 

ON BEDSIDE TABLE 
( ) 2.05 WASH AND DRY CHAIR. • WASH PLASTIC COVERED PILLOWS AND 

PLACE ON CHAIR 

( ) 2.06 WASH FRAME OF BED AND UPPER SURFACE OF PLASTIC COVERED 

MATTRESS 
( ) 2.07 EXPOSE HALF OF SPRING 

( ) 2.0 8 WASH HALF OF SPRING WHICH IS EXPOSED 
( ) 2.09 WASH REMAINING HALF OF SPRING 

( ) 2.10 REPLACE MATTRESS AND WASH UPPER SURFACE OF MATTRESS 
( ) 2.11 MAKE A CLOSED BED 

( ) 2.12 PLACE NEWSPAPER AND BASltl ON CHAIR 
( ) 2.13 WASH AND DRY UNIT 
( ) 2.14 REPLENISH SUPPLIES 



•r 



3.00 EXTENT 




GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING\OUTCOME 

n 



UNIT THOROUGHLY CLEANED TO APPROVAL OF A PANEL OF 
REGISTERED NURSES. TO BE COMPLETED WITHIN 30 MINUTES 
WITH EACH STEP OF PROCEDURE JUDGED AS SATISFACTORY OR 
UNSATISFACTORY . 



3.02 EFFICIENTLY 

3.0 3 UTENSILS THOROUGHLY CLEANSED AND DISINFECTED 20 MINUTES 

3.04*' ALL NECESSARY EQUIPMENT BROUGHT 

3.05 THOROUGHLY 

3.06 THOROUGHLY ..^ 

3.07 SPRING EXPOSED BY PULLING MATTRESS TO ONE SIDE 



(-V^. 1.02 CLEANING CM>THS 

{ )■"' 1*03 NEWSPAPER 

( ) 1.04 GLOVES 

( ) 1.05 BED 

( ) .1.06 CHAIR 



00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 
Tl TTJH. CLEAN A UNIT EMPLOYING THE FOLLOWING PROCEDURE 



( 


) 


2^ 02 


( 


) 


2.03 








i 


) 


2-. 04 


( 


) 


2.05. 


( 


) 


2.06 


( 


) 


2.07 


( 


) 


2.08 


( 


) 


2.09 


( 


) 


2.10 


( 


) 


2.11 


( 


0 


2.12 


( 


) 


2.13 


( 


) 


2.14 



STRIP BED 

PUT GLOVES ON. TAKE UTENSILS TO UTILITY ROOM, CLEANSE 

AND SOAK IN DISINFECTANT 
BRING EQUIPMENT TO UNIT AND PLACE BASIN ON NEWSPAPER 

ON BEDSIDE TABLE ' 
WASH AND DRY CHAIR. WASH PLASTIC COVERED PILLOWS AND 

PLACE ON CHAIR 
WASH FRAME OF BED AND UPPER SURFACE OF PLASTIC COVERED 
^ MATTilESS « 
EXPOSE HALF OFFSPRING 

WASH HALF OF SPRING WHICH IS EXPOSED 
WASH REiiAlNING HALF OF SPRING 

PJIPLACE 'MATTRESS AND WASH UPPER SOSFACE OF MATTRESS 
MAKE A CLOSED BED 

PLACE NEWSPAPER AND BASIN ON CHAIR 

WASH and; dry unit 

REPLENISH SUPPLIES 



00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
Tl 3.01 UNIT THOROUGHLY CLEANED TO APPROVAL OF A PANEL OF 

REGISTERED NURSES. TO BE COMPLETED WITHIN 30 -MINUTES 
WITH EACH STEP OF PROCEDURE JUDGED AS SATISFACTORY OR 
UNSATISFACTORY . 



~TrU2 EFFICIENTLY 

3.03 UTENSILS THOROUGHLY CLEANSED AND DISINFECTED 20 MINUTES 

3.04 ALL NECESSARY EQUIPMENT BROUGHT 

3.05 THOROUGHLY 

3.06 THOROUGHLY 

3.07 SPRING EXPOSED BY PULLING MATTRESS TO ONE SIDE 

3.08 THOROUGHLY 

3.09 MATTRESS TURNED TO CLEAN HALF OF BED 

3.10 ENTIRE UPPEi SURFACE OF MATTRESS WASHED 

3.11 CLOSED BED PROPERLY MADE 

3.12 NEWSPAPER AND BASIN MOVED TO CHAIR 

3.13 ENTIRE UNIT *CLEANE6 

3.14 ALL NECESSAI^Y SUPPLIES REPLENISHED 



7u 



7/74 



T-30 



MISOE NO. 



PROGRAM PRACTICAi NURSING 
USOE CODE HO(S> 



'1 



1.00 CONDITION 



DIVISION 02 



UNIT 



04 



TERMOB NO. 



BEDS AND 



ENVIRONMENT 



HLEANING A UNlT 



2.00 PERFORMANCE \ 

GENERAL STATEMENj OF PERFORMANCE AND ^RESUL TING OUTCOME 

J ■ ■ 



ERIC 



EXTENT 


1 

1 




GENERAL 


STATEMENT 


OF EXTENT AND EXTENT OF RESULTING OUTCOME 
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f, •■ 













MISOE NO. 



PROGRAM PPAr-rrrAL mors] 



DIVISION 02 pEDS AND ENVIRONMENT 
UNIT 05 CpMFQRT MEASURES 

TERMOB NO. 02-008 



1«00 CONDITION 



1.01 
1.02 
1.03 
1.04 
1.05 
1.06 



MEDICAL MANNEQUIN 
STUDENT 
PATIENT 
RUBBER RING 
PILLOW CASE 

SQUARE OF GAUZE OR AIR P,UMP 



2,00 PERFORI-IANCE 



RPNPRAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 
?TTui rIiSeVE PREi^StJKE 6ti PAtflfeN^'i^ BtJ1!T6cKS WlTk RUBBER 
RING EMPLOYING THE FOLLOWING PROCEDURE: 



M 2T<ri-^ OB'fArN- R^bER-R^NG. INF^A^a RING BY COVERING VALVE 

WITH A LAYER OF GAUZE AND BLOWING; USE AIR PUMP 
IF AVAILABLE 
COVER RUBBER RING WITH PILLOW CASE 
SLIP UNDER PATIENT'S BUTTOCKS 

WASH, RINSE AND DRY THOROUGHLY WHEN RING IS NO LONGER 

NEEDED 
RETURN TO PROPER PLACE 



( ) 
( ) 
( ) 



2.03 
2.04 
2.05 



( ) 2.06 



* 3.00 EXTENT 



ERIC 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

T-) — 3701 — pr!:sSure on buttocks relieved properly to approval 

OF A PANEL OF REGISTERED NURSES. TO BE COMPLETED 
WITHIN 5 MINUTES WITH 'EACH STEP OF- PROCEDURE JUDGED 
AS SATISFACTORY OR UNSATISFACTORY. 



3TTJ5 RING INFLATED ABOUT 1/3 FULL OF AIR 

( ) 3.03 RUBBER COMPLETELY COVERED 

( \ 3 a4- PATIENT PROPERLY POSITIONED ON RING; VALVE BETWEEN 
LIMBS AND ON MALE PATIENTS TO ONE SIDE A^WELL 

( ) 3.05 RING WASHED WITH WARM WATER AND STAPHENE, THOROUGHLY 
RINSED AND DRIED 

( ) 3.06 RING RETURNED SLIGHTLY INFLATED TO PROPER PLACE 
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MISOE NO. X 



PROGRAM PRACTICAL/^y RSING 
t'SOE CODE iiO*tBi^=^ — ^ 



i.OO CONDITION 



DIVISION 02 
UNIT 05 
TERMOB NO. 



\ 

BEDS ANp ENVIRONMENT 
COMFORT M EASUPES 

* 

Q2-Q08 



\ 

2*00 pERfORMANCE. 

GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



3.00 EXTENT 

GENERAL STATEMENT OF EXTENT AND EXTENT OP RESULTING OUTCOME 



MISOE NO. 

. 



PROGRAM, PRACTICAL NURSING 



DIVISION 02 BEDS AND 

ENVIRONMENT 
UNIT 05 COMFORT MEASURES 

TERMOB- NO. 02-009 ^ 



1.00 CONDITION 



1.01 
1.02 
1.03 
1.04 
1.05 



MEDICAL MANNEQUIN 
^ STUDENT 
PATIENT 
SHEET WADDING 
GAUZE COTTON BANDAGE 



2.00 PERFORMANCE 




GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 

/ ) ' 2 01 REL IEVE PRESSURE ON BONY PROMINENCE AS ON HEELS OR 

ELBOW WITH COTTON ROLL _ (DOUjGHNUT) EMPLOYING THE 
FOLLOWING PROCEDURE: ^ 



( ) 2.02 OBTAIN NECESSARY MATERIALS 

( ), 2.0 3 ROLL INTO RING AND COVER WITH BANDAGE 

( ) 2.04 SLIP UNDER BONY PROMINENCE 

( } 2.05* FAS^TEN IN PLACE IF PATIENT IS RESTLESS 



3.00 EXTENT 



c 



GENERAL S TATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME^ 

-f-5 3701 PRESSURE ON BONY PROMINENCE RELIEVEq^PRO^RLY TO 

APPROVAL *0F. PANEL OF REGISTERED NURSEST' TO BE COM- 
PLETED WITHIN 10 MINUTES W.ITH. EACH STEP OF PROCEDURE 
JUDGED AS SATISFACTORY OR UNSATISFACTORY. 



-fi SHEET WADDING AND ROLLER BANDAGE OBTAINED 

{ ) 3.03 RING OF APPROPRIATE SIZE TO FIT PROMINENCE 

( ) 3.04 COTTON ROLL PROPERLY POSITIONED UNDER PROMINENCE 

( ) 3.0S^ COTTON ROLL SECURELY FASTENED IN PLACE BY BANDAGE 



1 

I 

\ ■ 

II 

' PROGRAM PRACTICAL NURSlllG 
USOE CODE NO(S) 



1.00 CONDITION 



MiSOE NO. 



DIVISION 02 BEDS AND 

ENVIRONMENT 
UNIT 05 COMFORT MEASURES 



TERMOR NO. 02-009 



2.00 PERFQRMANCE 

GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



3.00 EXTENT 

GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 





MI SOB NO. 



PROGRAM pparTTPRT. Tjm^STwn 




PS AND ENVIRONMENT 



1.00 CONDITION 



DIVISION 02 
UNIT • 05 "roMFORT M EASURES 

TERMOB n?-mn 



1.01 MEDICAL MANNEQUIN 

1.02 STUDENT 

1.03 PATIENT 

1.04 BED CRADLE OF DESIRED SIZE 

1.05 ROLLER -GAU?E NEEDED TO SECURE IT 



2.00 PERFORMANCE 



GENERA L STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 

-pj 2Tin CONSTRUCT A BED CRADLE EMPLOYING THE FOLLOWING 

PROCEDURE: 



) 



2.02 
2.03 
2.04 



( ) 2.05. 
( ) 2.06 



3.00 EXTENT 



OBTAIN EQUIPMENT AND BRING TO BEDSIDE., - 
PLACE CRADLE IN POSITION " 

SECURE SIDES TO BED SPRINGS WITH ROLLER GAUZE TO HOLD 

IN PLACE IF CRADLE IS -LARGE 
ARRANGE UPPER CLOTHING; SEE THAT PART COVERED BY 

CRADLE IS KEPT WARM . - ^ ' 

WASH CRADLE WITH WARM WATER AND . STAPHENE AKD RETURN TO 
PROPER PLACE 



1 



GENERAL STA TEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

X~) JTtrr fiED CRAbtE POSITIONED OVER APPROPRIATE^PART OF PAT I ENT 

TO APPROVAL OP A PANEL OF REGISTERED NURSES. TO BE 
COMPLETED WITHIN 10 MINUTES WITH EACH STEP OF THE 
-PROCEDURE JUDGED AS SATISFACTORY OR UNSATISFACTORY. 



"J 371^2 ALL NECESSARY EQUIPMENT OBTAINED 

) 3.0 3 CRADLE POSITIONED ON BOTTOM BEDDING BEFORE UPPER PART 

OF BED IS MADE 
) 3.04 CRADLE WELL SECURED AT ALL FOUR CORNERS 
) 3.05 CLOTHING NEAT AND PATIENT PROPERLY PROTECTED 
) 3.06 CRADLE THOROUGHLY- WASHED • 

, 85 - . - 



ERIC 



J. 



MISOE NO. 



PROGRAM PRACTICAL NURSING 
USOE CODE NO(S) ' 



DIVISION 02 
UNIT 05 
TERMOB NO.*^ 



BEDS AND 



ENVIRONMENT 



COMFORT MEASURES 



Q2-Q10 



1.00 CONDI-TION 



2.00 PERFORMANCE • ^ . . 

GENERAL STATEMENT OF PERFORMANCE AjND RESULTING OUTCOME 



3,00 EXTENT 

'GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 



8G 




ERIC 



PROGRAM PR AC^ TT^"^^ NURSIN G 



DIVISION 02 BEDS AND 

F.NVTRQNMENT 
UNIT 05 COMFORT MEASURES 



TERMOB NO. 02-011 



1.00 CONDITION 



1.01 MEDICAL MANNEQUIN 

1.02 STUDENT 

1.03 PATIENT 

1.04 SANDBAG (S) 

1.05 TOWEL OR SMALL PILLOW CASE 

1.06 ROLLER GAUZE 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORM AN CE AND REgU LTING OU^ 

7-J ^.61 IMMOBILIZE A P ART BY USE OF SANUBAGS EMPLOYING ItiiL 

FOLLOWING PROCEDURE: 



TT 

( ) 

( ) 
( ) 



I'll ??J'?rsSSDBArwiTH PILK)W CASE OR TOWEL AND SECURE 
WITH GAUZE IF NECESSARY 

2:°05 WASh'™g'wi?"S^RM water AND STAPHENE AND BETURN 
TO PROPER P.LACE 



3.00 EXTENT 



rPNERAL STATEMENT OF EX TENT AND EXTEIRT OF R EStJLTING OUTCOME 

GENERA L ^^^^^^g^^V^ ^^^^ pRo^g^tLy IMMOBILIZED WITH SANDBAGS 
TO PREVENT CONTRAGTIOl*^ TO APPROVAL OF A PANEL OF 
REGISTERED NURSES . tS BE COMPLETED WITHIN 10 MINUTES 
WITH EACH STEP OF PROCEDURE JUDGED AS SATISFACTORY 
OR UNSATISFACTORY. 



TT 
( ) 
( ) 




3.02" NECESSARY EQUIPMENT OBTAINED 

0 3 SANDBAG SECURELY COVERED- _^ 
3 04 SmSbAG placed SO THA^POSITION IS miNTAINED LI^^^^^ 
IS SUPPORT^JD-^aND MOTION IS LIMITED. NO UNNECESSARY 
PRESSURE EXERTED ON PATIENT 
3.05. SANDBAG THOROUGHLY WASHED 

87 ■ 



MISOE NO. 



PROGRAM PRACTICAL NURSING 



U30B CODE NO(S) 



DIVISION 02 
UNIT 05 
TERMOB NO. 



1.00\ CONDITION 



BEDS AND 

ENVIRONMENT 
COMFORT MEASURES 

02-011 



2.00 PERFORMANCE » 

GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 




STATEMENT, OF EXTENT AND EXTENT OF RESULTING OUTCOME 



8S ♦ 



ERIC 



MISOE NO. - . 

PROGRAM PttACTTHAL NURSING . - MVTSIOIi 03 AgMISSIQtifS . D J^- \ 

CHARGES & RECORDlHg 
~ UNIT 01 ApMISSIONS 



TERMOB NO. 02-012 



1.00 CONDITION 



1.01 PATIENT'S CHART 

1.02 SPHYGMOMANOMETER 

1.03 STETHOSCOPE 

1.04 CLINICAL THERMOMETER 
1.05' WATCH WITH SECOND HAND 

1.06 SPECIMEN CONTAINER AND LABEL 

1.07 STUDENT 

1.08 PATIENT 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 

■J-) 7751 — ADMIT A PATIENT EMPLOYING THE FOLLOWING PROCEDURE : 



-f-J 2.02 i GREET AND IDENTIFY PATIENT. INTRODUCE YOURSELF TO 

PATIENT 

( ) 2.03 ASK RELATIVES TO WAIT IN THE LOUNGE UNTIL THE PATIENT 

IS PREPARED FOR BED 
( ) 2.04 ASK THE PATIENT TO BE SEATED 

( ) 2.05 ORIENT HIM TO HIS NEW SURROUNDINGS, EXPLAINING SIGNAL^ 
SYSTEM AND HOSPITAL ROUTINE. INTRODUCE HIM TO HIS 
ROOMMATES 

( ) 2.06 SCREEN AND ASSIST THE PATIENT TO UNDRESS AND PUT GOWN 
ON. VALUABLES AND CLOTHING CARED FOR ACCORDING 
TO HOSPITAL POLICY 
( ) 2.07 OFFER BED PAN, URINAL, OR BATHROOM AND ASK PATIENT TO 
VOID 

ASSEMBLE EQUIPMENT AND TAKE TO BEDSIDE 
COLLECT URINE SPECIMEN AND LABEL 
TAKE T.P.R. AND B.P. 

WHILE ASSISTING PATIENT, OBSERVE: PATIENT'S CONDITION, 
MENTAL STATE, DISCOMFORT OR PAIN, LOSS OF MOTION 
OF ANY PART, RASH, CUTS OR SCRATCHES, DISCOLORATION, 
PRESENCE OF VERMIN OR PROSTHETICS 
FILL OUT PATIENT INTERVIEW SHEETS 

MAKE PATIENT COMFORTABLE, UNSCREEN PATIENT AND PROVIDE 
FRESH DRINKING WATER IF PERMITTED 
( ) 2.14 COMPLETE CHART ^ ^ . 



( ) 

( ) 

( ) 

'( ) 



( ) 
( ) 



2.08 
2,09 
2.10 
2.11 



2.12 
2.13 



MISOE NO. 



PROGRAM PRACTICAL NURSING 
L'SOE CODE NO(S) ~ 



DIVISION 03 
UNIT 01 
^ERMOB NO. 



ADMISSIONS, DIS- 
CHARGES & REC0RDl!7?r 



ADMISSIONS 



02-012 



1.00 CONDITION 



2.00 PERFORMANCE „ 

GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOMB 



9U 



ERIC 



MISOE NO. 



PROGRAM PRACTICAL NURSI NG 



.DIVISION 03 ADMISSIONS, DIS- 
CHARGES & RECORDING 

UNIT 



01 ADMISSIONS 



TERMOB NO. 02-012 (CONT.) 



3.00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

n 



3.01 



PATIENT ADMITTED TO APPROVAL OF PANEL OF REGISTERED 
NURSES. TO BE COMPLETED WITHIN 30 MINUTES WITH EACH 
STEP OF PROCEDURE JUDGED AS SATISFACTORY OR 
UNSATISFACTORY. 



POLITELY ~ 

3.03 POLITELY / 

3.04 PATIENT WHO IS VERY ILL OR WEAK IS PUT TO BED IMMEDIATELY 

3.05 EXPLANATIONS SIMPLE, CORRECT, AND CLEAR; ANY 

QUESTIONS ANSWERED 

3.06 PATIENT WELL SCREENED. CLOTHES NEATLY FOLDED OR HUNG ' 

3.07 POLITELY USING TERMS THE PATIENT CAN UNDERSTAND" 
3.0 8 AfiL NECESSARY EQUIPMENT ASSEMBLED 

3.09 SPECIMEN CORRECTLY LABELED 

3.10 ACCURATELY. RECORDED PROPERLY 

3.11 OBSERVATIONS ACCURATE AND COMPLETE 

3.12 CORRECTIjY 

3.13 PATIENT COMFORTABLE 

3.14 CORRECT INFORMATION RECORDED ACCORDING TO RULES FOR 

CHARTING INCLUDING: TIME, METHOD OF ADMISSION, 
T.P.R. AND B.P., URINE SPECIMEN SENT TO LABORATORY, 
PERTINENT OBSERVATIONS, DISPOSITION OF VALUABLES 



ERIC 
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MISOE NO. 



PROGRAM PRACTICAL NURSING 
VSOE CODE NO(S)^ 



DIVISION 03 ADMISSIONS. DISCHARGES 
AND RECORDING ' 

UNIT 



01 ADMISSIONS 



TERMOB NO. 02-012 fCONTTT 



3.00 EXTENT 

GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

y 



ERIC 



C7 »w 



MISOE NO. ... 
PROGRAM PPACTTCAL NURSI NGI. 



1.00 CONDITION 



( ) • 1.01 PATIENT 
( ) 1.02 STUDEN* I 
( ) 1.0 3 RELEASE PqRMS 



DIVISION 0 3 ADMISSIONS. DIS- 
CHARGES & RECQRDinG 
UNIT 02 DISCHARGES 



TERMOB NO. 



02-013 



2.00 PERF0Pi4ANCE 



fPNFRAL STATEMENT OfI PERFORMANCE AND RESULTING OUTCOME 
GENERAL^STATEMENT^O^ A PATIENT EMPLOYING THE FOLLOWING P ROCEDURE : 



TT 
( ) 
( ) 
( ) 

( ) 
( ) 



yr(j2 OBTAIN WRITTEN DISCHARGE FOR PATIENT 

OBTAIN RELEASE SLIP 



2.03 
2.04 
2.05 

2.06 
2.07 



( ) 2.0,8 



OFFER TO: ASSIST PATIENT IN DRESSING 
RETURN VALUABLES AND OBTAIN SIGNATURE ON CLOTHES LIST 
i AS NE,fcESSARY 

aocompanIy patient to car 

LE^ivE N(|tICE of DISCHARGE "GREEN SLIP" AT RECEPTION 

DESKi' - 
COMPLETE: CHART 



3.00 EXTENT 



ERIC 



GENERAL S TATEMENT? OF EXTENT AND EXTENT OF R ESULTING OUTCOME 
i) 3 01 4ATIENT PROPERLY DISCHA RGED TO APPROVAL *0F A PANEL 
OF REGISTERED NURSES. TO BE COMPLETED WITHIN 30 
MINUTllS WITH EACH STEP OF PROCEDURE JUDGED AS 
SATISFACTORY OR UNSATISFACTORY. 



3.03 
3.04 
3.05 
3.06 
3.07 



( ) 3.08 



WRITTEN DISCHARGE OBTAINED 

RELeAsE SLIP RECEIVED BEFORE PATIENT LEAVES 
POLITELY 

ALL Valuables returned, list signed 

PATIENT ACCOMPANIED TO CAR* ~ 
NOTICE OF DISCHARGE LEFT AT RECEPTION DESK BEFOPJI . 

RETURNING TO HA£iL ^ 1. „ ^„ 

CHAkT CORRECTLY COMPLETED INCLUDING: DATE AND TIME OF 

Discharge,. MANNER of discharge (e.g. wheelchair, 

i WALKING, AMBULANCE) , WHO ACCOMPANIED PATIENT, 
/destination of patient (E.g. home, NURSIN.G HOME, 
I ETC. ) , SIGNATURE 

93 • 



/ 



mm 



MISOE NO. 



/ 



PROGftAM PRACTICAL NUIRSING 



USOE CODE NO(S) 



DIVISION 03 ADMISSIONS, DISCHARGES 
AND RECORDING 

UNIT 



02 DISCHARGES 



TERMOB NO. , . 02--013 



1.00 CONDITION 



r 



2.00 PERFORMANCE 

GENERAL STATEMEljiT OF PERFORMANCE AND RESULTING OUTCOME 



I 

3.00 . EXTENT 

GENERAL STATElfflNT OF EXTENT AND EXTENT OF RESULTING OUTCOME 



94 



ERIC 



MISOB NO. 



PROGRAM PRACTICAL NURSING^ 



DIVISION 03 ADMISSIONS, DtB- 

03 yi/RITTElN PECOPDF. 



UNIT 
TERMOB NO. 



.P2-QL4.. 



1.00 CONDITION 

( ) 1.01 

1.02 
1.03 
1.04 
1.05 
1.06 
C ) 1.07 
( ) 1.08 
( ) 1.09 



STORY WITH INFORMATION ABOUT PATIENT'S STAY IN 

HOSPITAL 
RED, BLUEi BLACK PENS 
CHART 

GRAPillC SHEET 

INTAKE, OUTPUT RECORD SHEET 
ORDER SHEET 
MIDI CINE CARD 
CARPEX 

NURSES NOTES 



2,00 PERFORMANCE 



rFNERAL^ STATEMENT OF PE RFORMANCE AND RESU LTING OUTCOME ^^^^^^^ 
GENERAL^ STA TE^Ni ^^^q^^;;^ EMPLOYING THE FOLLOWING P ROCEDURE 



■7— J 271^5 RECORD INFORMATION ON SHEETj5 

( ') 2.03 RECORD INFORMATION ON CHARTS 
( ). 2.04* RECORD INFORMATION ON CAPX) 



3.00 EXTENT 



rPNPRAL STATEMENT OF EXTE NT AND EXTENT OF RESULTING OUTCOME 
ffToi INFORMATION PROPERLY CHARTED IN ACCORDANCE WITH RU LES 
^ ^ ^'^^ FOR CHARTING TO APPROVAL OF A PANEL OF REGISTERED 

NURSES. ' TO BE COMPLETED WITHIN 30 MINUTES WITH EACH 
STEP OF iP^OCEDURE JUDGER AS SATISFACTORY OR 
UNSATISFACTORY. 



TT 
( ) 
( )' 



TITS CORRECTLY 

3.03 CORRECTLY 

3.04 ^CORRECTLY 



9tj 



ERIC 



MISOE NO. 



PROGRAM PRACTICAL NURSING 



USOfi CODE NO(S)-" 



DIVISION 03 ADMISSIONS, DISCHARGES 

AND RECORDING 
UNIT 03 WRITTEN RECORDS 

TERMOB NO. 02-014 



1.00 CONDITION 



2.00 PERFORMANCE 

. GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



3.00 extbIIt 

GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 



i 
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ERIC 



MISOE HO. 



97 



PROGRAM 



PRACTICAL NURSING 



DIVISION 04 VITAL SIGNS AND 
OBSERVATIONS 

UNIT 



01 TEMPERATURE 



,TERMOB NO. 



02-015 



1.00 CONDITION 



( ) 1.01 STUDENT 

( ) 1.02 PATIENT 

( •) 1.03 CLINICAL THERMOMETER IN CLEAN INDIVIDUAL HOLDER 

( ) 1.04 WIPE 



2.00 PERFORMANCE 




GE NERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 

7— J 2751 TAKE ORAL TEMPERATURE EMPLOYING THE FOLLOWING 

PROCEDURE: 



■5 — 27^ 



3.00 EXTEND. 




DETERMINE WHETHER ORAL TEMPERATURE SHOULD BE TAKEN 
IMOVE THERMOMETER FROM PATIENT'S INDIVIDUAL HOLDER 
NSE THERMOMETER 
HAKE DOWN THERMOMETER 

'LACE THERMOMETER UNDER PATIENT'S TONGUE 
NSTRUCT PATIENT 
iJ^MAIN WITH PATIENT 

IfeEMOVE THERMOMETER, WIPE AND READ 
'CHART TEMPERATURE 
iftlNSE THERMOMETER AND REPLACE 



GENER Ai SyiTEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

7— J 3:01 W ORAL TEMPERATURE ACCURATELY MEASURED TO APPROVAL 

> OF A PANEL OF REGISTERED NURSES. TO BE COMPLETED 
V ^jI WITHIN 5 MINUTES WITH EACH STEP OF PROCEDURE JUDGED 
? AS SATISFACTORY OR UNSATISFACTORY. 



TT 



( ) 
( ) 
( ) 



3.02 TEMPERATURE NOT TAKEN ORALLY IF PATIENT IS UNDER TEN 
1 1 YEARS OF AGE, UNCONSCIOUS, DELIRIOUS, OR MENTALLY 
t f ILL, HAS NASAL OBSTRUCTION, DYSPNEA, NASAL OR W 
i f GASTRIC TUBES, OR IS RECEIVING OXYGEN, HOT OR 
t ii COLD APPLICATIONS TO FACE 

PATIENT'S THERMOMETER REMOVED FROM THERMOMETER SOLUTION 
THERMOMETER RINSED WITH COLD WATER 

THERMOMETER SHAKEN DOWN TO 96° OR BELOW BY GIVING THE 
WRIST SEVERAL QUICK TWISTS BEING CAREFUL TO AVOID 
CONTACT WITH NEARBY OBJECTS 
THERMOMETER PLACED. UNDER TONGUE IN A SLANTING POSITION 
INSTRUCTION CORRECT, POLITE, AND AUDIBLE INCLUDING 
DIRECTION TO KEEP LIPS TIGHTLY CLOSED AND NOT TO 
BITE THERMOMETER ^ 



( ) 1.03 CLINICAL THERMOMETER IN CLEAN INDIVIDUAL HOLDER 
( ) 1.04 WIPE 



2.00 PERFORMANCE 



GENERAL STATEMENT OF 


PERFORMANCE 


AND RESULTING 


OUTCOME 


{ ) 2.01 TAKE ORAL 


TEMPERATURE 


EMPLOYING THE 


FOLLOWING 


PROCEDURE 


• 







2.03 REMOVE THERMOMETER FROM PATIENT'S INDIVIDUAL HOLDER 

2.04 RINSE THERMOMETER 

2.05 SHAKE DOWN THERMOMETER 

2.06 PLACE THERMOMETER UNDER PATIENT'S TONGUE 

2.07 INSTRUCT PATIENT 

2.08 REMAIN WITH PATIENT 

2.09 REMOVE THERMOMETER, WIPE AND READ 
2 . 10 CHART TEMPERATURE 

2.11 RINSE THERMOMETER AND REPLACE 



3.00 EXTENT 



GENERAL STA TEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

7-7 JTJn — ORAL TEMPERATURE ACCURATELY MEASURED TO APPROVAL 

OF A PANEL OF REGISTERED NURSES. TO BE COMPLETED 
WITHIN 5 MINUTES WITH EACH STEP OF PROCEDURE JUDGED 
AS SATISFACTORY OR UNSATISFACTORY. 



3.03 
3.04 
3.05 



3.06 
3.07 



3.08 
3.09 

3.10 
3.11 



TEMPERATURE NOT TAKEN ORALLY IF PATIENT IS UNDER TEN 
YEARS OF AGE, UNCONSCIOUS, DELIRIOUS, OR MENTALLY 
ILL, HAS NASAL OBSTRUCTION, DYSPNEA, NASAL OR 
GASTRIC TUBES, OR IS RECEIVING OXYGEN, HOT OR 
COLD APPLICATIONS TO FACE 

PATIENT'S THERMOMETER REMOVED FROM THERMOMETER SOLUTION 

THERMOMETER RINSED WITH COLD WATER 

THERMOMETER SHAKEN DOWN TO 96° OR BELOW BY GIVING THE 

WRIST SEVERAL QUICK TWISTS BEING CAREFUL TO AVOID 

CONTACT WITH NEARBY OBJECTS 
THERMOMETER PLACED UNDER TONGUE IN A SLANTING POSITION 
INSTRUCTION CORRECT, POLITE, AND AUDIBLE INCLUDING 

DIRECTION TO KEEP LIPS TIGHTLY CLOSED AND NOT TO 

BITE THERMOMETER 
IRRESPONSIBLE PATIENT NOT LEFT ALONE 

AFTER 3 MINUTES. THERMOMETER WIPED FROM DISTAL END 

TO MERCURY TIP 
CORRECT INFORMATION WRITTEN DOWN 

THERMOMETER RINSED WITH COLD WATER AND REPLACED IN 
PROPER INDIVIDUAL HOLDER 



7/74 



ERIC 



T-48 



MISOE NO, 



Program practical nursing 
^ l'soe code no(s) " 



DIVISION 04 VITAL SIGNS ANn 
QBSERVATIONR - 
01 - TEMPERATTIBF 



UNIT 
TERMOB NO. 



1.00 CONDITION 



2.00 PERFORMANCE 

GENERAL STATEMENT OF PERFORMANCE AND RESULTING nrwrr^ur. 



3,00 EXTENT 

GENERAL STATEMENT OF EXTENT AND EXTFNT OF RESULTIKr, nrvrrn.^ 



99 



ERIC 



utti^MttiMiiiiiiiiiiiiii^^ 



MiSOE NO. 



PROGRAM PRACTICAL NURSING 



DIVISION 04 VITAL SIGNS AND 

'ORSERVATIONS 
UNIT 01 TEMPERATURE 

TERMOB NO. 02-016 



1.00 CONDITION 



( ) 1.01 STUDENT 

( ] SiNI^L/tHERMOMETER, clean INDIVIDUAL HOLDER 



2.00 PERFORMANCE 



rPNERAL STATEMENT OF PERFORMANCE AND RESU LTING OUTCOME 

GENERAL ^TA TEMbNi^^^^^^^ TEMPERATURE E MPLOYING THE FOLLOWING 

PROCEDURE : 



( 


) 


2.03 


( 


) 


2.04 


( 


) 


2.05 


( 


) 


2.06 


( 


) 


2.07 


( 


) 


2.08 


( 


) 


2.09 


( 


) 


2.10 



REMOVE THERMOMETER FROM P ATIENT >S INDIVIDUAL, tiunu^r. 
RINSE 

SHAKE DOWN THERMOMETER 

IF ^SS?BLE, HAVE PATIENT CROSS HIS ARM OVER CHEST 

AND HOLD OPPOSITE SHOULDER 
REMOVE THERMOMETER AND READ 
CHART TEMPERATURE 
RINSE THERMOMETER AND REPLACE 



3.00 EXTENT 



ERIC 



AS SATISFACTORY OR UNSATISFACTORY. 



■3.02 RIGHT THERMOMETER SELECTED 



3.07 

3.08 
3.09 



( ) 3.10 



PATIENT cSeS ARM over chest AND HOLDS OP^POSITE 

AFT^f 5''S?NUTeL''?h1SSLtER REM^^^ ?^?X"A" AFTER 
INFORMATION WRITTEN DOWN CORRECTLY. LETTER A^ At it-K 

THsS^^r^NSED WITH COOL WATER AND REPLACED IN 
ER INDIVIDUAL HOLDERj^^^^ 



PRC 



WMiiiNliiii 



i 

[ • MISOE N0._ 

\ 



PROGRAM PRACTICAL NURSING DIVISION 04 VITAL S IGNS AND 
— - OBSERVATIONS 



USOE CODE MO(S>— "~ I UNIT 01 TEMPERATURE 



TERMOB NO. 02-016 



1.00 CONDITION 



2.00 PERFORMANCE 

< 

riRWRRAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



3.00 EXTENT 

GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 



101 



ERIC 



MISOE NO, 



102 



PROGRAM 



PRACTICAL NURSING 



DIVISION^ 04 VITAL SIGNS AND 
OBSERVATIONS 

UNIT 



01 TEMPERATURE 



TERMOB NO. 02--Q17 



1.00 CONDITION 



1.01 STUDENT 

1.02- PATIENT" 

1.03 RECTAL T^iERMOMETER IN CLEAN INDIVIDUAL HOLDER 

1.04 LUBRICANT 

1.05 TOILET TISSUE 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 
( ) 2.01 TiMiE RECTAL TEMPERATURE EMPLOYING THE FOLLOWING 
PROCEDURE : 



2. "03 
2.04 
2.05 

2.06 
2.07 
2.08 
2.09 
2.10 
2.11 



( \ 2.12 



REMOVE RECTAL THERMOMETER FROM CONTAINER 
RINSE THERMOMETER AND DRY 
SHAKE THERMOMETER DOWN 

PLACE PATIENT IN SIM'S POSITION OR ON BACK WITH 

BOTH KNEES FLEXED 
LUBRICATE END OF THERMOMETER 
SEPARATE BUTTOCKS AND INSERT THERMOMETER 
HOLD THERMOMETER IN PLACE 
REMOVE THERMOMETER AND WIPE 
READ THERMOMETER AND CHART TEMPERATURE 

WASH THERMOMETER WITH SOAP AND COOL WATER USING TOILET 

TISSUE OR COTTON 
REPLACE THERMOMETER 



3.00 EXTENT 



ERIC 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

XI JTJHi RECTAL TEMPERATURE ACCURATELY MEASURED TO APPROVAL 

OF PANEL OF REGISTERED NURSES. TO BE COMPLETED 
WITHIN 5 MINUTES WITH EACH STEP OF PROCEDURE JUDGED 
AS SATISFACTORY OR UNSATISFACTORY. 



( ) 3.02 RIGHT THERMOMETER SELECTED 

( ) 3.03 THERMOMETER RINSED AND DRIED THOROUGHLY WITH TOILET 
TXSSUE 

( ) 3.04 THERMOMETER SHAKEN DOWN TO 96" OR BELOW 
( ) 3.05 PATlEN!b NOT EXPOSED UNNECESSARILY 

( ) 3.06 THERMOMETER END LUBRICATED USING INDIVIDUAL KY PACK 
( ) 3.07 THERMOMETER GENTLY INSERTED 1 1/2 TO 2 INCHES INTO 
RECTUM 

( ) 3,08 PATIENT NOT LEFT ALONE. THERMOMETER HELD IN PLACE - 

THREE MINUTES ^ 



1.01 STUDENT 

1.02 PATIENT 

1.03 RECTAL THERMOMETER IN CLEAN INDIVIDUAL HOLDER 

1.04 LUBRICANT 

1.05 TOILET TISaUjE 



2.00 PERFORMANCE 



GEN ERAL STATEMENT OF PERFORMANCE AND RESULT^jlG OUTCOME 
7— J — 2.01 TAKE RECTAL TEMPERATURE EMPLOYING THE FOLLOWING 
PROCEDURE : 



N 



2.03 
2.04 
2.05 

2.06 
2.07 
2.08 
2.09 
2.10 
2.11 



( ^ 2.12 



REMOVE RECTAL THERMOMETER FROM CONTAINER 
RINSE THERMOMETER AND DRY 
SHAKE THERMOMETER DOWN 

PLACE PATIENT IN SIM'S POSITION OR ON BACK WITH 

BOTH KNEES FLEXED 
LUBRICATE END OF THERMOMETER / 
•SEPARATE BUTTOCKS AND INSERT THERMOMETER 
HOLD THERMOMETER IN PLACE 
REMOVE THERMOMETER AND WIPE 
READ THERMOMETER 7VND CHART TEMPERATURE 

WASH THERMOMETER WITH SOAP AND COOL WATER USING TOILET 

TISSUE OR COTTON 
REPLACE THERMOMETER 



3.00 EXTENT 



GEN ERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

7—5 CTI RECTAL TEMPERATURE ACCURATELY MEASURED TO APPROVAL 

OF PANEL OF REGISTERED NURSES. TO BE COMPLETED 
WITHIN 5 MINUTES WITH EACH STEP OF PROCEDURE JUDGED 
AS SATISFACTORY OR UNSATISFACTORY. 



3.02 RIGHT THERMOMETER SELECTED 

3.03 THERMOMETER RINSED AND DRIED THOROUGHLY WITH TOILET 

TISSUE 

3.04 THERMOMETER SHAKEN DOWN TO 96** OR BELOW 

3.05 PATIENT NOT EXPOSED UNNECESSARILY 

3.06 THERMOMETER END LUBRICATED USING INDIVIDUAL KY PACK 

3.07 THERMOMETER GENTLY INSERTED 1 1/2 TO 2 INCHES INTO 

RECTUM * 

3.08 PATIENT NOT LEFT ALONE. THERMOMETER HELD IN PLACE* 

THJ^E MINUTES 

3.09 THERMOMETER CLEANED FROM DISTAL END TOWARDS BULB 

3.10 TEMPERATURE CORRECTLY READ AND' RECORDED FOLLOWED BY 

THE LETTER "R" 

3.11 ALL FECAL MATTER REMOVED 

3.12 THERMOMETER REPLACED IN PROPER CONTAINER 



ERIC 



.T-52 



7/74 



MISOE NO. 



rROGRAM PRACTICAL NURSING DIVISION 0 4 VITAL SIGNS AND 

. " OBSERVATIONS 

CSOE CODE NQ{S) UNIT 01 TEMPERATURE 

. TERMOB NO. 02-017 



1.00 CONDITION 



2.00 PERFORMANCE 

GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



3,00 EXTENT 

GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
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MISOK NO. 



PROCTRAM PRACTlCAi. NURSING DIVISION 04 VITAL SIGNS AND 

■ OBSERVATIONS 
'% " ' UNIT 02 HEARTBEAT OR PULSE 



/"TERMOBNO. 02-018 



1.00 CONDITION 

( ) 1.01 STUDENT 

( ) 1.02 PATIENT 

( ) 1.03 WATCH WITH SECOND HAND 



2.00 PERFOP^IANCE 



G ENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 
XI 2TTn TAKE PULSE EMPLOYING THE FOLLOWING PROCEDURE 



TJ 27?^^ POSITION PATIENT 

( ) 2.03 LOCATE PULSE 

( ) 2.0 4 COUNT BEATS 

( ) '2.05 RECORD: RATE, FORCE OF VOLUME, RHYTHM 



3.00 EXTENT 



gene ral statement of extent and extent of resulting outcome 

t") jt15i — pulse counted accurately, force of volume and rhythm 

observed to approval of a panel op registered nurses, 
to be completed within 5 minutes with each step of 
procedure judged as satisfactory or unsatisfactory. 

tl 5752 patient comfortable with part where pulse will be 

tiCken supported 
( ) 3.03 pads of first two fingers used to locate pulse 
{ ) 3.04 beats counted for full 60 seconds; irregular pulse 

reported immediately, if present 
( ) 3.05 correct information charted immediately according to 

RULES FOR CHAOTING 




MISOE NO. 



PROGRAM PRACTICAL NURSING DIVISION 04 VITAL SIGNS AND 

OBSERVATIONS 

USOE CODE HO(S) ' UNIT 02 HEARTBEAT OR PULSE 

^ZHZmmUZ termob no. n^-ma 



1.00 CONDITION 



2.00 PERFORMANCE 

GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



3.00 EXTENT 

GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 



lOG 



ERIC 



MISOE NO. 



PROGRAM 



DIVISION 04 VITAL SIGHB AND 
OBSERVATIONS 



1.00 CONDITION 



UNIT 02 HEARTBEAT OP PULSE 

TERMOB NO. " 



1.01 STUDENT 

1.02 PATIENT 

1.03 STETHOSCOPE 

1.04 WATCH WITH SECOND HAND 

1.05 ANOTHER NURSE 



2.00 PERFORMANCE 



GENE RAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 

2.01 TAKE APICAL RADIAL PULSE EMPLOYING THE FOLLOWING 



TT 



PROCEDURE: 



2.02 POSITION PATIENT 

2.0 3 PLACE WATCH IN POSITION 

2.04 LOCATE PULSES 

2.05 COUNT APICAL PULSE AND RADIAL PULSE 

2.06 CHART INFORMATION 



3.00 EXTENT 



GENB^ RAL ST ATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 



TT 



APICAL RADIAL PULSE TAKEN ACCURATELY TO APPROVAL OF 
PANfeL OF REGISTERED NURSES. TO BE COMPLETED WITHIN 
5 MINUTES WltH EACH STEP OF PROCEDURE JUDGED AS 
SATISFACTORY OR UNSATISFACTORY. 



3.02 PATIENT COMFORTABLE AND CONVENIENTLY POSITIONED 
3.0 3 WATCH PLACED WHERE BOTH NURSES CAN USE IT 

3.04 ACCURATELY LOCATED 1 

3.05 pulses' COUNTED FOR ONE FULL MINUTE SIMULTANEOUSLY 

3.06 CORRECT INFORMATION CHARTED IMMEDIATELY ACCORDING TO 
ACCEPTED CHARTING PROCEDURES I 



ERIC 
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MISOE NO. 



PROGRAM PRACTICAL NURSING DIVISION 04 VITAL SIGNS AND 

* OBSERVATIONS 

USOE CODE NO(S) UNIT 02 HEARTBEAT OR PUtSE 

TERMOB NO. 02-019 



1.00 CONDITION 



*2,00 PERFORMANCE ' 

GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



\ 3.00 EXTENT 

GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 




MISOE NO. 



PROGRAM PRACTICAL N URSING 



DIVISION 04 VITAL SIGNS AND 
OBSERVATIONS 

UNIT 



0 3 RESPIRATION 



TERMOB NO. 



02-020 



1.00 A CONDITION 



( ) 1.01 
( ) 1.02 
( ) 1.03 



STUDENT AT REST 
PATIENT Af REST • 
WATCH WITH SECOND HAND 



2 . 00 PERFORMANCE 



GeIiERAL STATEMENT OF . PERFORMANCE AND RESULTfNG OUTCOME 
TT 2-01 MEASURE THE'. RESPIRATION EMPLOYING THE FOLLOWING 
PROCEDURE : 



Tl 2.02 KEEP FINGERS ON PATIENT'S WRIST AFTER TAKING PULSE 
( )- 2.03 COUNTI RESPIRATIONS FOR ONE MINUTE 
( ) 2.04 CHART' INFORMATION ' . 



3.00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT Of] RESULTING OUTCOME 
C5 3.01 RESPIRATION CORRECTLY COUNTED TO APPROVAL OF A PANEL 
■^-OF REGISTERED NURSES. TO BE COMPLETED WITHIN 5 
MINUTES WITH EACH STEP OF PROCEDURE JUDGED AS 
SATISFACTOliY OR UNSATISFACTORY. 



TT 

( ) 

( ) 



FINGERS KEPT ON PATIENT'S WRIST AFTER';#ljLSE TAKEN — ~ 
RESPIRATIONS COUNTED ACCURATELY; MINUa^i-'lMBASURED 

ACCURATELY ; ; . 

3.04 CORRECT INFORMATION RECORDED ACCORDING TO Rtes FOR 

CHARTING , . ' . . , "-i 



,03 
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MISOE NO. 



PROGRAM ^ PRACTICAL NURSING 
USOE CODE NO(S) ~ 



VITAL -SIGNS AND 



DIVISION 04 

' OBSERyATIONS 
UNIT 03 RESPIRATION 



TERMOB NO. 



1.00 CONDITION 



■■1 

2.00 PERFORMANCE 

GENERAL STATEMENT OF PERTORMANCE AND RESULTING OUTCOME 



iREORl 



3^00 exteUt 

GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
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o 
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MISOE NO, 



lii 



PROGRAM PT?«r.TTr AT, WTIRSING 



DIVISION 04 VITAL SIGNS AND 

OBSERVATIONS 
UNIT 04 BLOOD PRESSURE 



TERMOB NO. Q2-J[;t21 



1.00 CONDITION 



1.01 STUDENT 

1.02 PATIENT 

1.03 SPHYGMOMANOMETER 

1.04 STETHOSCOPE 

1.05 CHART 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 

-pj YTITZ — TAKE BLOOD PRESSURE EMPLOYING THE FOLLOWING PROCEDURE: 



1 5TTr2 RAISE BED 

2.03 " EXPLAIN TO PATIENT WHAT IS TO BE DONE 

2.04 POSITION PATIENT 

2.05 EXPOSE UPPER ARM 

2.06 APPLY CUFF AROUND UPPER ARM 

2.07 PLACE EAR PIECES IN EARS 

2.08 LOCATE BRACHIAL PULSE WITH INDEX AND THIRD FINGER AND 
PLACE STETHOSCOPE OVER SITE OF BRACHIAL PULSE 

) 2.09 CLOSE VALVE ON INFLATION BULB 

) 2.10 PUMP THE BULB AND INFLATE THE CUFF 

) 2.11 DEFLATE CUFF AND LISTEN INTENTLY FOR SOUNDS WHILE 
WATCHING COLUMN OF MERCURY FOR READING 

2.12 DETECT FIRST BEAT 

2.13 CONTINUE TO DEFLATE CUFF; DETECT LAST DISTINCT BEAT 

2.14 RELEASE ALL PRESSURE AND REMOVE CUFF 

2.15 STRAIGHTEN PATIENT'S GOWN AND LEAVE HIM COMFORTABLE 

2.16 NOTE HOUR AND SYSTOLIC ON B/P CHART 

DIASTOLIC 



3.00 EXTENT 



ERIC 



G ENERAL STATEMENT QF EXTENT AND EXTENT OF RESULTING OUTCOME 

— ACCURATE BLOOD PRESSURE MEASUREMENTS MADE TO APPROVAL 
OF A PANEL OF REGISTERED NURSES. TO BE COMPLETED 
WITHIN 5 MINUTES WITH EACH STEP OF PROCEDURE JUDGED 
AS SATISFACTORY OR UNSATISFACTORY. 



TT 

( ) 
( ) 

( ) 
( ) 



3.03 
3.04 

3.05 
3,06 



BED RAISED TO HIGHEST LEVEL 
EXPLANATION SIMPLE, CORRECT AND AUDIBLE '' 
ARM SUPPORTED ON FLAT SURFACE, PALM UPPERMOST. PATIENT 

COMFORTABLE IN A LYING OR SITTING POSITION 
SLEEVE ROLLED UP WELL ABOVE ELBOW OR REMOVED FROM ARM 
CUFF APPLIED EVENLY AND SNUGLY WITH MARGIN ABOUT 2 

INCHES ABOVE ELBOW BEND, TUBES EXTENDING DOWNWARD 



( ) 


1.01 


STUDENT 


( ) 


1.02 


PATIENT 


( ) 


1.03 


SPHYGMOMANOMETER 


( ) 


1.04 


STETHOSCOPE 


( ) 


1.05 


CHART 



I 

2.00 PERFORMANCE 



1 



GENERAL STAT EMENT OF PERFORMANCE AND RESULTING OUTCOME 
-p-j 277^^ — TAKE BLOOD PRESSURE EMPLOYING THE FOLLOWING PROCEDURE 



2. 02 RAISE BED 

2.0 3 EXPLAIN TO PATIENT WHAT IS TO BE DONE 

2.04 POSITION PATIENT 

2.05 EXPOSE UPPER ARM 

2.. 06 APPLY CUFF AROUND UPPER ARM 
2.07 PLACE EAR PIECES IN EARS 

2.0 8 LOCATE BRACHIAL PULSE WITH INDEX AND-'THIRD FINGER AND 

PLACE STETHOSCOPE OVER SITE OF BRACHIAL PULSE 
2.0 9 CLOSE VALVE ON INFLATION BULB 

2.10 PUMP THE BULB AND INFLATE THE CUFF 

2.11 DEFLATE CUFF AND LISTEN INTENTLY FOR SOUNDS WHILE 

WATCHING COLUMN OF MERCURY FOR READING 



DETECT FIRST BEAT 

CONTINUE TO DEFLATE CUFF; DETECT LAST DISTINCT BEAT 
RELEASE ALL PRESSURE AND REMOVE CUFF 

STRAIGHTEN PATIENT'S GOWN AND LEAVE HIM COMFORTABLE 
NOT.E HOUR AND SYSTOLIC ON B/P CHART 
DIASTOLIC 



2.12 
2.13 
2.14 
2.15 
2. 16 



3.00 EXTENT 



id 

ERIC 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

7—5 JTTJI — ACCURATE BLOOD PRESSURE MEASUREMENTS MADE TO APPROVAL 

OF A PANEL OF REGISTERED NURSES. TO BE COMPLETED 
WITHIN 5 MINUTES WITH EACH STEP OF PROCEDURE. JUDGED 
AS SATISFACTORY OR UNSATISFACTORY. 



( ) 

( ) 

( ) 

( ) 

( ) 

( ) 

( ) 

( ) 

( ) 

( ) 



PATIENT 



BED RAISED TO HIGHEST LEVEL 
( ) 3.0 3 EXPLANATION SIMPLE, CORRECT AND AUDIBLE 
( ) 3.0 4 ARM SUPPORTED ON FLAT SURFACE, PALM UPPERMOST. 

COMFORTABLE IN A LYING OR SITTING POSITION 
{ ) 3.05 SLEEVE ROLLED UP WELL ABOVE ELBOW OR REMOVED FROM ARM 

^_.^>^ — GUFI^^APP^LI£D-EVENLY-AN D SNUGL Y W TT H MARGIN AB O UT 2 

INCHES ABOVE ELBOW BEND, TUBES EXTENDING DOWNWARD 
TOWARD PALM 
3.0 7 SNUGLY 

3.0 8 BRACHIAL PULSE SITE PROPERLY LOCATED 

3.09 COMPLETELY 

3.10 CUFF INFLATED UNTIL NO SOUND HEARD THROUGH STETHOSCOPE 

3.11 CUFF DEFLATED GRADUALLY 

3.12 SYSTOLIC PRESSURE NOTED CORRECTLY 

3.13 DIASTOLIC PRESSURE NOTED CORRECTLY 

3.14 CUFF REMOVED 

3.15 PATIENT COMFORTABLE V/74 

3.16 CORRECT INFORMATION CHARTED ACCORDING TO RULES FOR 
CHARTING 



T-60 II 



PROGRAM PRACTICAL NURSING 
USOE CODE NO(S) ~ 



I.PO CONDITION 



MISOE NO. 



DIVISION 04 
UNIT 04 
TERMOB NO. 



VITAL SIGNS AND 



OBSERVATIONS 



BLOOD PRESSURE 



^2-02 1.^ 



"2T(rO PERFOltfffiNCE 

GENERAL STATEMENT OF PERFORMANCE AND REUSLTING OUTCOME 




3.00 EXTENT 

GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
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MISOE NO. 



PROGRAM PRACTICAL NURSING 



DIVISION 04 VITAL SIGNS AND 

QB.qERVATIOMS 

UNIT 05 TNTAKE AND OUTPUT 

TERMOB NO. 02-022 ~ 



1.00 CONDITION 



1.01 STUDENT 

1.02 PATIENT 

1.03 bedside intake and output form 

1.04 g'raduated pitcher 

1.05 CHART 



2 .00 — ^PERFORMANCE 



GENERAL STATEI«:N T OF PERFORMANCE AND RESULTING OUTCOME 
( ) 2.&1 — MEASURE INTAKE AND OUTPUT EMPLOYING THE FOLLOWING 
PROCEDURE: 



TT2 TAKE FORM TO BfcDSIDE AND EXPLAIN PROCEDURE TO PATIENT 

2.' 03 REC0iU3 ON BEDSIDE FORM UNDER INTAKE THE AMOUNT AND , 
KIND OF FLUID PATIENT TAKES FROM MEAL TRAY 

2.04 RECORD ON BEDSIDE FORM UNDER INTAKE ALL WATER AND 

OTHER LIQUfDS TAKEN BETWEEN MEALS 

2.05 SAVE VOIDED SPECIMENS 

2.06 POUR URINE FROM BEDPAN OR URINAL <ENTO GRADUATE; 

MEASURE AND RECORD OUTPUT ON BEDSIDE FORM 

2.07 EMPTY BEDPj^, CLEAN AND toURN TO PROPER PLACE 

2.08 RINSE GRADUATE ^ 

2.09 MEASURE AND RECORD ALL OTHER LIQUIDS INCLUDING EMESIS, 

DRAINAGE, llQUID STOOL 

2.10 COLLECT I & O FORMS AT THE DESIGNATED TIMES AND 

TOTAL AMOUNTS 

2.11 COPY FROM ISO RECORD ONTO CHART ACCORDING TO 

HOSPITAL POLICY 

2 . 12 CHART OBSERVATIONS OF URINE AND ALL OTHER OUTPUT - 

COLOR, ODOR, CONSISTENCY 



11 



ERIC 



MISOE NO. 



PROGRAM PRACTICAL NURSING 



USOE CODE NO(S) 



•DIVISION 04 
UNIT 05 
TERMOB NO. 



VITAL SIGNS AND 



OBSERVATIONS 



INTAKE AND OUTPUT 



0^-022 



1.00 CONDITION 



2.00 PERFORMANCE 

GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 
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MISOE NO. 



PROGRAM 



t3T?APTTraT . MTTPSTTJr; 



DIVISION 04 VTTAL SIGNS AND 

OBSERVATIONS 

UNIT 05 INTAKE AND OUTPUT 



TERMOB NO. 02-022 (GONT.) » 



3.00 EXTENT 



GENE RAL STATEMENT 0E( EXTENT AND EXTENT OF RESULTING OUTCOME 

J-) JTOl INTAKE AND OUTPUT ACCURATELY MEASURED AND RECORDED TO 

APPROVAL OF A PANEL OF REGISTERED NURSES. TO BE 
COMPLETED WITHIN 5 MINUTES WITH EACH STEP OF PRO- 
CEDUBIL^UDGED AS SATISFACTORY OR UNSATISEACTORY. 



TTTTS EXPLANATION SIMPLE, CORRECT AND AUDIBLE 

3.03 CORRECT INFORMATION IMMEDIATELY RECORDED ON PROPER PART 

OF FORM 

3.04 CORRECT INFORMATION IMMEDIATELY RECORDED ON PROPER PART 

OF FORM 

3.05 ALL SPECIMENS SAVED 

3.06 QUANTITY ACCURATELY MEASURED AND IMMEDIATELY RECORDED 

ON PROPER PART OF FORM 

3.07 BEDPAN RETURNED CLEAN 

3.08 GRADUATE RINSED WITH COLD WATER 

3.09 ALL OTHER LIQUIDS ACCURATELY MEASURED AND RECORDED ON 

PROPER PART OF FORM 

3.10 I & 0 FORMS COLLECTED AT DESIGNATED TIMES AND AMOUNTS 

TOTALED CORRECTLY 

3.11 CORRECT INFORMATION CHARTED ACCORDING TO HOSPITAL 

POLICY 

3.12 CORRECT INFORMATION CHARTED ACCORDING TO RULJIS FOR 

CHARTING 



ERIC 



MISdE NO. 



•PROGRAM PRACTICAL NURSING 



fSOE CODE NO(S)' 



DIVISION 04^ 
UNIT 05 
TERMOB NO. 



VITAL SIGNS AND 



OBSERVATIONS 



INTAKE AND OUTPUT 



02-022 rCQNT.) 



3.00 EXTENT 

GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
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MISOE NO. 



PROGRAM 



PRACTICAL NURSING 



DIVISION 05 PHYSICAL EXAMINATION 



UNIT 



01 GENERAL 



TERMOB NO. 



02-023 



1.00 CONDITION 



1.01 STUDENT 

1.02 PATIENT 

1.03 MEDICAL MANNEQUIN 

1.04 EXAMINING TABLE OR BED 

1.05 LINENS 

1.06 STETHOSCOPE 

1.07 S PHY GMOMAN OMETER 

1.08 TONGUE DEPRESSOR 

1.09 PERCUSSION HAMMER 



EMPLOYING THE FOLLOWING PROCEDURE: 

TrU2 EXPLAIN PROCEDURE TO PATIENT 

2.03 SCREEN PATIENT 

2.04 SEE THAT PATIENT IS CLEAN 

2.05 DRAPE PATIENT 

2.06 HELP TO PLACE PATIENT IN SUPINE POSITION 

2.07 ARRANGE EXAMINInG EQUIPMENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

*f"5 3.01 PATIENT PROPERLY PREPARED FOR GENERAL PHYSICAL 

EXAMINATION TO APPROVAL OF A PANEL OF REGISTERED 
NURSES. TO BE COMPLETED WiTHiN 10 MINUTES WITH 
EACH STEP OF PROCEDURE JUDGED AS SATISFACTORY OR- 
UNSATISFACTORY . 

XI 37^^ EXPLANATION SIMPLE, CORRECT AND AUDIBLE 

( ) 3.03 PATIENT WELL SCREENED 

( ) 3.04 PATIENT CLEAN 

( ) 3.05 PATIENT NOT UNNECESSARILY EXPOSED 

( ) 3.06 PATIENT LYING FLAT ON BACK, ONE PILLOW ONLY 

( ) 3.07 NEA/TLY, TO FACILITATE CONVENIENT EXAMINATION 



2.00 PERFORMANCE 




3.00 EXTENT 
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MISOE NO. 



PROGRAM PRACTICAL NURSING DIVISION 05 PHYSICAL EXAMINATION 

USOE CODE NO(S) ^ UNIT 01 GENERAL ' ^ 



TERMOB NO. 02--023 



1.00 CONDITION 



/ 



i 



2,00 PERFORMANCE 

GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME ^ 



3.00 EXTENT 

GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 



4- 
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MISOE NO. 



12U 



PROGRAM PRACTIC AL NURSING 



1.00 CONDITION 



1.01 
1.02 
1.03 
1.04 
1.05 
1.06 
1,07 
1.08" 



DIVISION 05 PHYSICAL EXAMINATION 
UNIT 02 VAGINAL 

TERMOB NO. 02-024 



\ 



MEDICAL MANNEQUIN 

STUDENT 

PATIENT 

EXAMINING TABLE OR BED 
LINENS 

EQUIPMENT AND INSTRUMENTS 
STERILE GLOVES AND LUBRICANT 
LAMP . 



2.00 PERFORMANCE 



GENERAL ST ATEMENT OF PERFORMANCE AND RESULTING OUTCOME 

T-J — PREPARE PATIENT FOR VAGINAL .EXAMINATION IN THE 

LITHOTOMY POSITION EMPLOftriW'G 'Sf^ FOLLOWING PROCEDURE: 

( } - 2.02 EXPLAIN PROCEDURE TO PATIENT 

( ) 2.03 SCREEN PATIENT 

( ) 2.04 SEE THAT PATIENT IS CLEAN 

( ) 2.05 HAVE PATIENT VOID 

( ) 2.06 ARRANGE NECESSARY EQUIPMENT, INSTRUMENTS, STERILE 

GLOVE AND LUBRICANT 

( ) 2.07 DRAPE PATIENT 

( ) 2.08 PLACE PATIENT IN LITHOTOMY POSITION 

( ) 2.09 ADJUST DRAPES 

( ) 2.10 ADJUST LAMP 



3.00 EXTENT 



GENERAL STAT EMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

-f-J 3T7n — PATIENT PROPERLY PREPARED FOR VAGINAL EXAMINATION IN 

THE LITHOTOMY POSITION TO APPROVAL OF PANEL OF 
REGISTERED NURSES. TO BE COMPLETED WITHIN 15 MINUTES 
WITH EACH .STEP OF PROCEDURE JUDGED AS SATISFACTORY 
OR UNSATISFACTORY. 




■02" 

3.03 
3.04 
3.05 
3.06 

3.07 
3.08 



EXPLANATION SIMPLE/ CORRECT, AND AUDIBLE 
PATIENT WELL SCREENED 
PATIENT CLEAN 

PATIENT GIVEN OPPORTUNITY AND ENCOURAGEMENT TO VOID 
ALL NECESSARY EQUIPMENT, INSTRUMENTS, STERILE GLt)VES 

AND LUBRICANT CLOSE AT HAND 
PATIENT WELL DRAPED 

PATIENT LYING ON BACK ON SPECIAL EXAMINING TABLE WITH 
BUTTOCKS AT EDGE OF TABLE AND FEET IN STIRRUPS 



01" MEDICAL HANNEyU-lN 

) 1.02 STUDENT 

) 1.03 PATIENT 

) 1.04 EXAMINING TABLE OR BED 

) 1.05 LINENS 

) 1.06 EQUIPMENT AND INSTRUMENTS 

) 1.07 STERILE GLOVES AND LUBRICANT 

) 1.08 LAMP 



2.00 PEPrORMANCE 



GENERAL S TATEMENT OF PERFORMANCE AND RESULTING OUTCOME 

f"5 2751 — PREPARE PATIENT FOR VAGINAL EXAMINATION IN THE 

LITHOTOMY POSITION EMPLOYING THE FOLLOWING PROCEDURE: 



2.02 EXPLAIN PROCEDURE TO PATIENT ' 

2.03 SCREEN PATIENT 

2.04 SEE THAT PATIENT IS CLEAN 

2.05 HAVE PATIENT VOID 

2.06 ARRANGE NECESSARY EQUIPMENT, INSTRUMENTS, STERILE 

GLOVE AND LUBRICANT 

2,0y DRAPE PATIENT 

2.08 PLACE PATIENT IN LITHOTOMY POSITION 

2.09 ADJUST DRAPES 

2.10 ADJUST. LAMP 



3.00 EXTENT 



GENERAL STAT EMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME , 

J7FL — PATIENT PROPERLY PREPARED FOR VAGINAL EXAMINATION IN 

THE LITHOTOMY POSITION TO APPROVAL OF PANEL OF 
REGISTERED NURSES. TO BE COMPLETED WITHIN 15 MINUTES 
WITtt,EACH STEP OF PROCEDURE JUDGED AS SATISFACTORY 
OR prSATISFACTORY. 

XI EXPLANATION SIMPLE, CORRECT, AND AUDIBLE ' 

( ) 3.03 PATIENT WELL SCREENED 
( ) 3.04 PATIENT CLEAN 

( ) 3 05 PATIENT GIVEN OPPORTUNITY AND ENCOURAGEMENT TO VOID 
( ) 3.06 ALL NECESSARY EQUIPMENT, INSTRUMENTS, STERILE GLOVES 

AND LUBRICANT CLOSE AT HAND 
( ) 3.07 PATIENT WELL DRAPED 

( ) 3.0 8 PATIENT LYING ON BACK ON SPECIAL EXAMINING TABLE WITH 

BUTTO'CKS AT EDGE OF TABLE AND FEET IN STIRRUPS 
( ) 3.09 PATIENT NOT UNNECESSARILY EXPOSED 
( ) 3. 10 COMPLETELY ILLUMINATE AREA TO BE EXAMINED 
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7/74 



ERIC 



T-68 



MISOE NO. 



PROGRAM PPACTICAL NURSING DIVISION 05 PHYSICAL EXAMINATION 

nsOE CODE NQ(S) ' UNIT 02 VAGINAL 

~ TERMOB NO. 02-024 



1.00 CONDITION 



2.00 PERFORMANCE 

r.p>MRPftT. STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



3.00 

r.FMT^PAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME, 



ERIC 



MISOE NO. 



PROGRAM PRAr.Tjr?\L NURSING 

. 



DIVISION 06 HYGIENE 
UNIT 01 BATHS 

TERMOB NO. 02-025 



1.00 CONDITION 



1. 01 
1. 02 
1.03 
1. 04 
1. 05 
1.06 
1. 07 
1. 08 
1. 09 
1.10 
1.11 



MEDICAL "MANNEQUIN 

ST UDENT 

PATIENT 

WASH CLOTH 

BATH THERMOMETER 

BATH TOWEL 

SOAP 

2 BED PADS 
BATH BLANKET 
STRAIGHT CHAIR 

SCOURING POWDER AND CLEANING CLOTH 



2.00 PEPJOPmNCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 

~n 2.01 ADMINISTER TUB BATH EMPLOYING THE FOLLOWING PROCEDURE: 

Tl 2T5I ASSEMBLE EQUIPMENT AND BRING TO BATHROOM 
( ) 2.03 FILL TUB PARTIALLY FULL OF WATER 
( ) 2.04 PLACE A BED PAD ON THE FLOOR AS A BATH MAT 
( ) 2.05 PLACE A BED PAD ON BOTTOM ol* TUB 

( ) 2.06 PLACE BATH BLANKET- ON CHAIR ~ 
( ) 2.07 PLACE FACE CLOTH, FACE TOWEL AND BATH TOWEL ON TOWEL 

RACK, AND SOAP IN SOAP DISH 
{ ) 2.08 BRING PATIENT TO BATHROOM 
( ) 2.09 REMOVE GOWN. AND A^SSIST PATIENT INTO TUB 
( ) 2.10 ASSIST WITH BATH AS NEEDS' INDICATE 
( ) 2.11 REMAIN WITH PATIENT AS NECESSARY 

( ) 2.12 CHECK PATIENT EVERY FIVE MINUTES AND DO NOT LEAVE IN 

TUB MORE THAN 15 MINUTES 
( ) 2.13 DO NOT ALLOW PATIENT TO LOCK DOOR 

( ) 2.14 IF PATIENT BECOMES WEAK OR FAINTS, DRAIN WATER, WRAP 

PATIENT IN BATH^ BLANKET AND RING FOR HELP 
( ) 2.15 HELP PATIENT OUT* OF TUB 

( ) 2.16 DRAPE PATIENT WITH BATH BLANKET AND LET HER SIT DOWN 
ON CHA^R 

( ) 2.17 DRY PATIENT WITH BATH TOWEL 
(I 2.18 DRESS PATIENT OR REPLACE GOWN 
( ) 2.19 ASSIST PATIENT BACK TO HEjR ROOM 
( ) 2.20 CLEAN BATHROOM 

( ) 2.21 CHART: DATE, HOUR, TUB BATH, OBSERVATIONS , EFFECT OF 
PROCEDURE UPON PATIENT, SIGNATURE 
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MISOE NO. 



PR0GRA5t PRACTICAL NURSING DIVISION 06 HYGIENE 

USOE CODE NO(S) ~ UNIT 01 BATHS 

~~. . TERMOB NO. 02-025 



1,00 CONDITION 



2.00 PERFORMANCE 

GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



124 



MISOE NO. 



PBOGRAM PRACTICAL NURSING 



DIVISION 06 pynTENE 

UNIT 01 RATHR 

TBRMOB NO. n?-n?R fcnNT.'t 



3.00 EXTENT 



GENERAIr^TA TEtffiNT^ OI^EXTEN^M}&-EXTENT--OF^R E&ULTING Oa'TCOm 
( r 3 01 PATIENT THOROUGHLY CLEANED ^N PROPER LY ADMINISTERED 
TUB BATH TO APPROVAL OF PANEL OF PJIGISTERED NURSES. 
TO BE COMPLETED WITHIN 25 MINUTES WITH EACH STEP OF 
PROCEDURE JUDGED AS SATISFACTORY OR UNSATISFACTORY. 
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3.15 
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3.16 
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3.17 
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) 


3.18 
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) 


3.19 


( 


) 


3.20 


( 


) 


3.21 



ALL NECESSARY EQUIPMENT BROUGHT TO BATHROOM 

TUB 1/3 TO 1/2 FULL OF 100-105° WATER 

BED PAD PLACED ON FLOOR NEAR TUB 

BED PAD PLACED ON BOTTOM OP TUB 

BATH BLANKET PLACED ON SEAT OF CHAIR 

TOWELS PLACED "ON RACK, SOAP IN DISH 

PATIENT BROUGHT TO BATHROOM PROPERLY COVERED 

PATIENT SAFELY ASSISTED INTO TUB WITHOUT STRAIN TO 

NURSE OR PATIENT 
PATIENT NEEDING HELP WITH WASHING IS GIVEN HELP 
PATIENT. NOT LEFT ALONE UNLESS MEANS FOR CALLING NURSE 

IS AVAILABLE 

IF PJ^TIENT IS LEFT ALONE, PATIENT IS CHECKED EVERY 5 
MINUTES AND NOT LEFT IN TUB LONGER THAN 15 MINUTES 
PATIENT NOT PERMITTED TO LOCK DOOR 

IF PATIENT BECOMES FAINT OR WEAK, WATER IS DRAINED 
FROM TUB, PATIENT WRAPPED IN BATH BLANKET, AND HELP 
IS RUNG FOR 

PATIENT ASSISTED SAFELY WITHOUT STRAIN TO NURSE OR 
PATIENT 

■ PATIENT DPJ\PED WITH BATH BLANKET AND ALLOWED TO SIT 
ON CHAIR ' 
PATIENT THOROUGHLY DRIED 
PATIENT DRESSEt) WITHOUT DISCOMFORT 
PATIENT ASSISTED BACK TO ROOM 
BATHROOM LEFT CLEAN 

CORRECT INFORMATION CHARTED ACCORDING TO RULES FOR 
CHARTING 
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MISOE NO. 



PROGRAM PRACTICAL NURSING 
CSOE CODE NO(S) 



DIVISION 06 HYGIENE 
UNIT 



01 BATHS 



TERMOB NO. . 02-025 fCONT.) 



3.00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
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ERIC 



MISOE NO. 



127 



PROGRAM PRACTICAL NURSING 



DIVISION 06 HYGIENE 
UNIT 01 BATHS 

TERMOB NO. 02-026 



1.00 CONDITION 



1.01 

1^02^ 

1.03 

1,04 

1.05 

1.06 

1.07 

1.08 

1.09 

1.10 

1.11 

1.12 

1.13 

1.14 

1.15 

1.16 



MEDICAL MANNEQUIN 
STUDENT 



PATIENT 

BED LINEN AS NECESSARY 
BATH BLANKET 
BATH BASIN 
SOAP 

WASH CLOTH 
FACE TOWEL 
BRUSH AND COMB 
BATH TOWEL 
GOWN 

LOTION AIJD POWDER 
EQUIPMENT FOR ORAL HYGIENE 
EQUIPMENT FOR NAIL CARE 
BEDPAN OR URINAL AND COVER 



2.00 PERFORMANCE 



^ ^ ( ^ ^ ^ 

GENERAL STATEMENT Og* PERFORMANCE AND RESULTING OUTCOME ^ 

J~) 270l GIVE A BED BATH EMPLOYING THE FOLLOWING PROCEDURE : 



2.02 PREPARE ROOM 

2.03 OBTAIN LINEN RND ARRANGE ON CHAIR; PLACE RECEPTACLE FOR 

SOILED LINEN IN POSITION 

2.04 SECURE EQUIPMENT FROM THE BEDSIDE STAND AND ARRANGE 

2.05 SCREEN PATIENT, RAISE BED 

2.06 PUT ON BATH BLANKET AND REMOVE TOP BED CLOTHES 

2.07 EXAMINE PATIENT FOR ANY ABNORMALITIES SUCH AS RASH, 

BURN, DISCOLORATION OK DECUBITI 

2.08 REMOVE SOAP FROM WATER BASIN 

2.09 GIVE MOUTH CARE 

2.10 OFFER BED PAN 

2.11 LOWER BACK REST; REMOVE ALL BUT ONE PILLOW 

2.12 FILL BATH BASIN PARTIALLY FULL 

2.13 HAVE PATIENT MOVE TO SIDE OF BED 

2.14 PLACE FACE TOWEL ACROSS BATH BLANKET 

2.15 FOLD WASH CLOTH AROUND HAND 

2.16 WASH FACE, NECK AND EARS; RINSE, DRY WITH FACE TOWEL 

2.17 PLACE BATH TOWEL UNDER PATIENT'S FAR ARM; WASH, RINSE 

AND DRY ARM AND IIAND. REPEAT ON OTHER ARM 

2.18 CLEAN AND FILE NAILS AS NECESSARY 

2.19 FOLD BATH BLANKET TO WAIST. WASH CHEST AREA UNDER 

TOWEL; RINSE AND DRY WELL ^ 

2.20 TURN BATH TOWEL LENGTHWISE TO COVER CHEIST AND ABDOMEN; 
llEFLAGE^ATH-TOWEL^-Wl^H-BATH-BLANKE'i^ 

2.21 



> 



FI^X KNEE r EXPOSE. THI^^ AND FOOT 



iiiiii 



Miiiiii 



1.02 STUDENT 

1.03 PATIENT 

1.04 BED LINEN AS NECESSARY 

1.05 BATH BLANKET 

1.06 BATH BASIN 
1.0 7 SOAP 

1.08 WASH CLOTH 

^09 ^ACr ^WBL — 

1.10 BRUSH AND COMB 

1.11 BATH TOWEL 

1. 12 GOWN 

1. 13 LOTION. ANDr POWDER 

1.14 EQUIPMENT FOR ORAL HYGIENE 
1. 15 EQUIPMENT FOR nAiL CARE. 
1.16 BEDPAN OR URINAL AND COVER 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMT^CE AND RESULTING OUTCOME , 

J~) JToI GIVE A BED BATH EMPLOYING THE FOLLOWING PROCEDURE : 



2.02 PREPARE ROOM 7 

2.03 OBTAIN LINEN AND ARRANGE ON CHAIR; PLACE RECEPTACLE FOR 

SOILED LINEN IN POSITION ^ ^ 

2.04 SECURE EQUIPMENT FROM THE BEDSIDE STAND AND ARRANGE 

2.05 SCREEN PATIENT, RAISE BED , 

2.06 PUT ON BATH BLANKET AND -REMOVE TOP BED CLQTHES 

2.07 EXAMINE PATIENT FOR ANY ABNORMALITIES SUCH AS RASH, ' ' 

BURN, DISCOLORATION OR DECUBITX 

2.0 8 REMOVE SOAP FROM WATER BASIN ^ * 

2.09 GIVE MOUTH CARE 

2. 10 OFFER BED PAN 

2.11 LOWER BACK REST; REMOVE ALL BUT ONE PILLOW 
,2.12 Fi£l BATH BASIN PARTIALLY FULL 

2.13 have patient move to side of bed 

2.14 place face towel across bath blanket 

2.15 fold wash cloth around hand 

2.16 wash face, neck and ears; rinse, dry with face towel 

2.17 place bath towel under patient's far arm; wash, rinse 

ainD dry arm and hand, repeat on other arm 

2.18 CLEAIn and FILE NAILS AS NECESSARY 

2.19 FOLD BATH BLANKET TO WAIST. WASH CHEST AREA UNDER 

TOWEL; RIliSE AND DRY WELL 

2.20 TURN BATH TOWEL LENGTHWISE TO COVER CHEST AND ABDOMEN; 

REPLACE BATH TOWEL WITH BATH BLANKET 

2.21 FLEX KNEE, EXPOSE THIGH, LEG AND FOOT 

2.22 PJiACE BATH TOWEL LENGTHWISE UNDER LEG. PLACE BASIN ON 

TOWEL AND PUT FOOT IN BASIN; WASH AND RINSE LEG AND 
FOOT AND DRY WELL. REPEAT FOR OTHER LEG AND FOOT 

2.23 PLACE BATH TOWEL UNDER FEET, CLEAN AND TRIM TOENAILS 

2.24 CHANGE WATER ' 

2! 25 ASSIST PATIENT TO TURN ON SIDE AWAY FROM NURSE OR ON 
ABDOMEN; PLACE. BATH TOWEL PARALLEL- TO PATIENT'S 
BACK? WASH ENTIRE BACK 

2.26 RINSE AND DRY 

2.27 REPLACE BATH TOWEL AND GIVE BACK RUB "/"^ 
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PROGRAM PRACTICAL NURSING 
USOE CODE NO.(S) 



1.00 CONDITION 



MISOE N0._ 

DIVISION 06 HYGIENE 
UNIT 01- ?ATHS 

TERMOB NO. 



,02-026 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 
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ERIC 



MISOE NO. 



130 



PROGRAM PRACTICAL NURSING 



DIVISION 06 
UNIT 01 
TERMOB NO. 



HYGIENE 



BATHS 



02-026 (CONT.) 



2.00 PERFORMANCE (CONT.) 

( ) 2.28 PROVIDE WASH CLOTH, SOAP AND TOWEL AND INSTRUCT PATIENT 

TO FINISH BATH BY WASHING GENITALIA 
( ) 2.29 PLACE TOWELS AND WASH CLOTH WITH SOILED LINEN? 

PROVIDE GOWN ' '^l 

2.30 COMB THE HAIR 

2.31 REMAKE THE BED; PLACE PATIENT IN COMFORTABLE POSITION; 
ATTACH SIGNAL CORD 

2 32 EMPTY BATH BASIN, CLEAN AND RETURN ALL BATH EQUIPMENT 

2.33 PLACE CLEAN TOWELS AND WASH. CLOTH IN BEDSIDE STAND 

2.34 RfiPLACE BEDSIDE STAND; LEAVE UNIT IN ORDER 

2.35 DISCARD SOILED LINEN 

2.36 CHART: TIME, PROCEDURE, BED BATH, OBSERVATIONS^ 



( ) 

{ ) 

( ) 

( ) 

( ) 

( ) 

( ) 



3.00 EXTEND 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

57t51 PATIENT GIVE BED BATH TO APPROVAL OF PANEL OF REG- 

ISTERED NURSES. TO BE COMPLETED WITHIN 60 MINUTES 
WITH EACH STEP OF PROCEDURE JUDGED AS SATISFACTORY 
OR UNSATISFACTORY. r ^ 

» 

XI WINDOWS CLOSED TO SHUT OUT DRAFTS 

( ) 3.03 LINEN ARRANGED IN ORDER OF USE 

( ) 3*04 ALL NECESSARY EQUIPMENT SECURED AND ARRANGED CONVENIENTLY 

( ) 3.05 PATIENT WELL SCREENED, BED RAISED TO HIGHEST LEVEL 

( ) 3.06 TOP BEDCLOTHES FOLDED LENGTHWISE, HUNG ON BACK OF CHAIR 

( i 3.07 ANY ABNORMALITIES PRESENT ARE NOTED BY NURSE 

{ ) 3.08 SOAP REMOVED FROM WATER BASIN 

( ) 3.09 MOUTH CARE GIVEN 

( ) 3.10 BED PAN OFFERED 

( ) 3.11 BACK REST LOWBRED AND ALL BUT ONE PILLOW REMOVED 
( ) 3.12\ BASIN FILLED 2/3 FULL 

( ) 3. 13 VJ5ATIENT MOVED TO SIDE OF BED TOWARD NURSE 

( ) 3.14 FACE TOWEL PLACED ACROSS UPPER EDGE OF BATH BLANKET 

( ) 3.15 WASH CLOTH FOLDED AROUND HAND TO FORM MITTEN 

( ) 3.16 FACE, NECK, AND EARS THOROUGHLY WASHED, RINSED AND DRIED 

( ) 3.17 BATH TOWEL PLACED LENGTHWISE UNDER ARM, WASHED THOROUGHLY 

( ) 3,18 NAILS FILED AND CLEANED, IF NECESSARY 

( ) 3.19 CHEST AREA THOROUGHLY WASHED, RINSED, AND DRIED 

( ) 3.20 PATIENT'S CHEST AND ABDOMEN COVERED 

( ) 3.21 KNEE FARTHEST AWAY FROM NURSE FLEXED 

( ) 3.22 HEEL OF FOOT HELD FOR ADEQUATE SUPPORT, WASHED THOROUGHLY 
( ) 3.23 TOENAILS NOT TRIMMER* IF PATIENT IS DIABETIC 
( ) 3*24 WATER CHANGED 

( ) 3! 25 PATIENT ASSISTED WITHOUT STRAIN, BACK THOROUGHLY WASHED 

( ) 3.26 THOROUGHLY 

( ) 3.27 BACK RUB PROPERLY GIVEN,, 

( ) 3.28 INSTRUCTIONS CLEAR, POLITE, AND AUDIBLE; IF PATIENT IS 
UNABLE TO COMPLETE BATH, NURSE WILL DO SO 



i ( ) 2.-29 



2.30 
2.31 

2.32 
2.33 
2.34 
2.35 
2.36 



TO FINISH BATH BY WASHING GENITALIA 
PLACE TOWELS AND WASH CpOTH WITH SOILED LINEN; 

PROVIDE GOWN 
COMB THE HAIR 

REMAKE THE BED; PLACE PATIENT IN COMFORTABLE POSITION; 

ATTACH SIGNAL CORD- 
EMPTY BATH BASIN, CLEAN AND RETURN ALL BATH EQUIPMENT 
PLACE CLEAN TOWELS AND WASH. CLOTH IN BEDSIDE STAND 
REPLACE BEDSIDE STAND; LEAVE UNIT IN ORDER 
DISCARD SOILED LINEN 

CHART: TIME, PROCEDUEE, BED BATH , OBSERVATIONS 



00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

TT 57in pAtient give bed bath to approval of panel of reg- 

ISTERED NURSES. TO BE COMPLETED WITHIN 60 MINUTES 
WITH EACH STEP, OF PROCEDURE JUDGED AS SATISFACTORY 
OR UNSATISFACTORY. 



3.02 WINDOWS CLOSED TO SHUT OUT DRAt'TS ,., , 

3.03 LINEN ARRANGED IN ORDER OF USE 

3.04 ALL' NECESSARY EQUIPMENT SECURED AND ARRANGED CONVENIENTLY 

3.05 PATIENT WELL SCREENED, BED RAISED TO HIGHEST LEVEL' * 

3.06 TOP BEDCLOTHES FOLDED LENGTHWISE, HUNG ON BACK OF CHAIR 

3.07 ANY ABNORMALITIES PRESENT ARE NOTED BY NURSE 

3.08 SOAP REMOVED FROM WATER BASIN 

3.09 MOUTH CARE GIVEN 

3.10 BED PAN OFFERED 

3.11 BACK REST LOWERED AND ALL BUT ONE PILLOW REMOVED 

3.12 BASIN FILLED 2/3 FULL 

3.13 PATIENT MOVED TO SIDE OP BED TOWARD NURSE 

3.14 FACE TOWEL PLACED ACROSS UPPER EDGE OP BATH BLANKET 

3.15 WASH CLOTH FOLDED AROUND HAND TO FORM MITTEN 

'3.16 FACE, NECK, AND EARS THOROUGHLY WASHED, RINSED AND DRIED 

3.17 BATH TOWEL PLACED LENGTHWISE UNDER ARM, WASHED THOROUGHLY 

3.18 NAILS FILED AND CLEANED, IF NECESSARY . - 

3.19 CHEST AREA THOROUGHLY WASHED, PJINSED, AND DRIED 

3.20 PATIENT'S CHEST AND ABDOMEN COVERED 

3.21 KNEE FARTHEST AWAY FROM NURSE FLEXED 

3.22 HEEL OF FOOT HELD FOR ADEQUATE SUPPORT, WASHED THOROUGHLY 

3.23 TOENAILS "NOT TRIMMED IF PATIENT IS DIABETIC 

3.24 WATER CHAiJGED . ' ^ 

3.25 PATIENT ASSISTED WITHOUT STRAIN, BACK THOROUGHLY WASHED 

3.26 THOROUGHLY 

3.27 BACK RUB PROPERLY GIVEN 

3.28 INSTRUCTIONS CLEAR, POLITE, AND AUDIBLE; IF PATIENT IS 

UNABLE TO COMPLETE BATH, NURSE WILL DO SO 

3.29 CLEAN GOWN PROVIDED 

3.30 HAIR COMBED NEATLY 

3.31 BED NEAT; PATIENT COMFORTABLE 

3.32 ALL BATH EQUIPMENT RETURNED CLEAN ' 

3.33 CLEAN TOWELS AND WASH CLOTH PLACED IN STAND 

3.34 BEDSIDE STAND WITHIN PATIENT'S REACH 

3.35 SOILED LINEN DISCARDED 

3.36 CORRECT INFORMATION CHARTED ACCORDING TO RULES FOR 

CHARTING ^^^-^ 
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T-76 



MISOE NO. 



PROGRAM PRACTICAL NURSING 
USOE CODE NO(S) 



2.00 PERFORMANCE (CONT.) 



3.00 EXTENT 



DIVISION 06 HYGIENE 
UNIT 01 BATHS 

TERMOB NO. 



02-026 (CONT.) 



/ 



GENERAL STATEMENT OF EXTENT ♦AND EXTENT OF RESULTING OUTCOME 



ERIC 
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MISOE NO. 



133 



PROGRAM 



PRACTICAL NURSING 



DIVISION 06 
UNIT 02 
TERMOB NO. 



HYGIENE 



GENERAL CARE 



02-027 



1.00 CONDITION 



( ) 1.01 'MEDICAL MANNEQUIN 

( ) 1.02 STUDENT 

( ) 1.03 PATIENT 

( ) 1.0 4 UTENSILS FOR MOUTH CARE 

( ) 1.05 BATH. BASIN 

( ) 1.06 TOILET ARTICLES 

( ) 1.07 LOTION AND POWDER 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 
7-5 2751 ADMINISTER AFTERNOON CARE EMPLOYING THE FOLLOWING 
PROCEDURE: ^ 



Tl 2702 RAISE BED 

( ) 2.03 SCREEN UNIT AND OFFER BEDPAN AND/OR URINAL^ 
( ) 2.04^ FILL WASH BASIN AND MOUTH CUP 
( ) 2.05 EMPTY BEDPAN AND/OR URINAL 

( ) 2.06 FOLD TOP BEDDING BACK AND PLACE TOWEL ACROSS PATIENT'S 
CHEST 

( ) 2.0 7 ASSIST PATIENT WITH ORAL HYGIENe" AS NECESSARY 

( ) 2.0 8 ASSIST PATIENT AS NECESSARY TO . BATHE FACE AND HANDS 

( ) 2.09 TURN PATIENT TO COMFORTABLE POSITION AND DRAPE THE 

BEDDING FOR BACK RUB; GIVE BACK RUB 
( ) 2.10 BRUSH CRUMBS, ETC., FROM BED AND TIGHTEN BEDDING 
( )- ' 2.11 FLUFF AND REPLACE PILLOWS; REARRANGE TOP BEDDING - 

; PLACE CALL BELL WITHIN REACH 

( )/ 2.12 OFFER NOURISHMENT 

( ) 2.13 REMOVE EQUIPMENT AND LEAVE UNIT IN ORDER 



3.00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME \ 
( ) 3.01 AFTERNOON CARE PROPERLY ADMINISTERED TO APPROVAL OF 

PANEL OF REGISTERED NURSES. TO BE COMPLETED WITHIN 15 
MINUTES WITH EACH STEP OP PROCEDURE JUDGED AS SATIS- 
FACTORY OR UNSATISFACTORY. 



ERIC 



TT 
( ) 
( ) 
( ) 
( ) 
( ) 



3.02 BED RAISED TO HIGHEST LEVEL 

3.03 UNIT WELL SCREENED 

3.04 BATH BASIN AND MOUTH CUP FILLED 

3.05 BED PAN AND/OR URINAL EMPTIED AND RINSED 

3.06 BEDDING FOLDED BACK ONE* TURN 

3.07 HANDS AND FACE BATHED 



1.01 MEDICAL MANNEQUIN 

1.02 STUDENT 

1.03 PATIENT 

'1.04 UTENSILS FOR MOUTH CARE 

1.05 BATH BASIN 

1.06 TOILET ARTICLES 

1.07 LOTION AND' POWDER 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 
f-J ADMINISTER AFTERNOON CARE EMPLOYING THE FOLLOWING 

PROCEDURE: 



2.02 RAI§E BED 

2.03 SCREEN UNIT ANt) OFFER BEDPAN AND/OR URINAL 

2.04 FILL WASH BASIN AND MOUTH CUP . 

2.05 EMPTY BEDPAN AND/OR URINAL 

2.06 FOLD TOP BEDDING BACK AND PLACE TOWEL ACROSS PATIENT'S 
CHEST ' ■ 

2.07 assist patient with oral hygiene as necessary 

2.08 assist patient as necessary to bathe face and hands 
i — ^v09' turn patient to comfortable position and drape the 

bedding for back rub; give back rub 

2.10 \brush crumbs, etc., from bed and tighten bedding 

2.11 jfluff and replace pillows; rearrange top bedding - 
i place call btll within reach 

2.12 offer nouri shment 

2.13 REMOVE EQUIPMENT AND LEXVE UNIT IN ORDER 



3.00 EXTENT 



6ENER AL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

7— J on AFTERNOON CARE ' PROPERLY ADMINISTERED TO APPROVAL OF 

PANEL OP REGISTERED NURSES. TO BE COMPLETED WITHIN 15 
MINUTES WITH EACH STEP OF PROCEDURE JUDGED AS SATIS- 
FACTORY OR UNSATISFACTORY. 



TTTJT 
3.03 
3.04 
3.05 
3.06 
3.07 
3.08 
3.09 
3.10 
3.11 
3.12 



( ) 3.13 



BED RAISED TO HIGHEST LEVEL 

UNIT WELL SCREENED 

BATH BASIN AND MOUTH CUP FILLED 

BED PAN AND/OR URINAL EMPTIED AND RINSED ^ 

BEADING FOLDED BACK ONE TURN 

HAiiDS AND FACE BATHED 

ORAL HYGIENE PERFORMED 

BACK RUB GIVEN 

siSD NEAT 

CALL BELL WITHIN EASY REACH OF PATIENT 

f»ATIENT WHOSE DIET DOES NOT PERMIT FOOD AT THIS TIME 

IS NOT OFFERED FOOD 
ALL EQUIPMENT REMOVED 
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T-78 



MISOE NO. 



PROGRAM PRACTICAL NURSING 
L'SOE CODE NO(S) ~ ~ 



DIVISION 06 HYGIENE 

f ■ ■ ^ ' ' ' 

ONIT 02 flRKTERAL CARE 

TERMOB NO. 



n2~Q27 



1.00 CONDITION 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



3.00 EXTENT 



flRN ERAL STATEMENT 6F EXTENT AND EXTENT OF R ESULTING OUTCOME 

" ' ■ a 
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MISOE NO. 



PROGRAM PRACTICAL NURSING DIVISION 06 HyGIENE 



UNIT 02 GENERAL CARB 



TERMOB NO. 02-02 8 

1.00 CONDITION 

( ) 1.01 MEDICAL MANNEQUIN- 

( ) 1.02 STUDENT 

( ) 1,03 PATIENT 

( ) 1.04 UTENSILS FOR MOUTH CARE 

( ) 1.05 BATH HAS m 

( ) 1.06 TOILET ARTICLES 

( ) 1.07 LOTION AND POWDER 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 

"n 2.01 ADMINISTER EVENING' CARE EMPLOYING THE FOLLOWING 

PROCEDURE : 0\ 



127172 SCrEEM UNIT AND OFFER BEDPAN - RAISE BED 

2.03 TURN PATIENT AND DRAPE BEDDING FOR BACK RUB; 

GIVE BACK RUB 

2.04 TIGHTEN LOWER BEDDING AND MAKE PATIENT COMFORTABLE 
'2.05 OFFER EXTRA BLANKET 

2.06 REARRANGE TOP BEDDING 

2.07 OFFER NOURISHMENT IF DIET PERMITS 

2.08 REMOVE EQUIPMENT 



3.00 • EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

"n 3.01 EVENING CARE PROPERLY ADMINISTERED TO PATIENT TO 

APPROVAL OF PANEL OF REGISTERED NURSES. TO BE COM- 
PLETED WITttIN 15 MINUTES WITH EACH STEP OP PROCEDURE 
JUDGED AS SATISFACTORY OR UNSATISFACTORY. 

02 UNIT WELL SCREENED; BED 'RAISED TO HIGHEST LEVEL 

( ) 3.0 3 PATIENT TURNED TO' COMFORTABLE POSITION PRIOR TO BACK RUB 

( ) 3.04 PATIENT COMFORTABLE « . \ 

( ) 3.05 EXTRA BLANKET OFFERED i X_>. 

( ) 3.06 BEDDING NEAT 

( ) 3.07 NOURISHMENT NOT OFFERED IP FDRBIDDEN ON DIET 

( ) 3*0 8 UNIT LEFT ORDERLY • w 

ERIC 



......... > . ..... .. 



MISOE NO. 



PROGR2VM PRACTICAL NURSING DIVISION 06 HYGIENE 

USOE CODE NQ(S) UNIT 02 GENERAL CARE 

. TERMOB NO. Q2-Q2Q 



1.00 CONDITION 



2.00 PERFORMANCE 

- - " ; • " 

GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



3.00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

4 
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'o • ■ 

ERIC ' . 



mSOE NO. 



PROGRAM PftAHTTr aT. NfTR.qTNfi 



I 

DIVISION 06 
UNIT 03 
TERMOB NO. 



.HYGIENE 



HEAD CARE 



1.00 CONDITION 



1.01 
1.02 
1.03 
1.04 
1.05 
1.06 
1.07 
1.08 
1.69 



MEDICAL MANNEQUIN 

STUDENT 

PATIENT 

COMB 

HAIR BRUSH 
TOWEL 
HAIR PINS 
NEWSPAPER 

RIBBON OR GAUZE AS NEEDED 



2.00 PERFORMANCE 



GENERAL ST ATEMENT OF PERFORMANCE AND RESULTING OUTCOME 

"f-J OI — COMB THE HAIR E MPLOYING THE FOLLCWING-E^CEDURE ; 



2.02 PLACE TOWEli IN POSITION y-'^ 

2.03 TURN PATIENT'S HEAD TO ONE SIDE 

2.04 PART HAIR IN SECTIONS 

2.05 COMB AND BRUSH EACH SECTION 

2.06 ARRANGE HAIR 

2.07 ADJUST TOWEL AND REPEAT PROCEDURE ON OPPOSITE SIDE 

2.08 PUT COMBINGS ONTO NEWSPAPER 

2.09 PLACE HAND UNDER THE NAPE OF THE NECK WHILE DOING THE 

BACK OF THE HEAD 



3.00 EXTENT 



ERIC 



GENERAL STAT EMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

7-J 3-01 — HAIR COMBED NEATLY TO APPROVAL OF PANEL OF REGISTERED 

NURSES. TO BE COMPLETED WITHIN 10 MINUTES WITH EACH 
STEP OF PROCEDURE JUDGED AS SATISFACTORY OR UNSAT- 
ISFACTORY. 



TT 

( ) 

( ) 

( ) 

( ) 

( ) 

( ) 

( ) 



3.02 — TOWEL PLACED UNDER HEAD AND OVER SHOULDER 

3.03 PATIENT COMFORTABLE 

3.04 MANAGEABLE SECTIONS OF HAIR OBTAINED 

3.05 COMB FROM ENDS OF HAIR TOWARD SCALP, 

BRUSHED FROM SCALP TO END OF HAIR 

3.06 * -NEATLY 

3.07 PROCEDURE i^PEATED ON OPPOSITE SIDE 

3.08 ALL COMBINGS COLLECTED NEATLY ON NEWSPAPER 
3.09- HEAD AND NECK SUPPORTED FIRMLY 



TANGtiES REMOVED, 
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MISOE NO. 



PROGRAM PRACTICAL NURSING DIVISION 06 HYGIENE 

USOE CODE NO(S) UNIT 03 HEAn rARR 

: . ... TERMOB NO. f\0^C\7Q 



1.00 CONDITION 



2.00 PERFORMANCE 

GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



3.00 EXTENT 

GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 



13,9 




MISOE NO. 



PROGRAM PRACTICAL NURSING 



DIVISION 06 HYGIENE 
UNIT 03 HEAD CARE 

TERMOB NO. 



62-030 



X.OO CONDITION 



1.01 
1.02 
1.03 
1.04 
1.05 
1.06 
1.07 
1.08 
1.09 
1.10 
1.11 
1.12 
1.13 



MEDICAL MANNEQl>IN 

STUDENT 

PATIENT 

LARGE BASIN OR BUCKET 

TWO PITCHERS - ONE LARGE, ONE SMALL 

4 OZ. LEMON OR VINEGAR SOLUTION (1*20) 

4 OZ. SOAP SOLUTION OR SHAMPOO 

THREE BATH. TOWELS - 

ONE WASH CLOTH 

BATH BLANKET 

TWO RUBBER SHEETS - . ONE LARGE , ONE SMALL 
BRUSH AND COMB 

NEWSPAPER, COTTON FOR EARS, SAFETY PIN 



2.00 PERFORMANCE 



GENERAL S TATEMENT OF PERFORMANCE AND RESULTING OUTCOME 

( ) ^.01 GIVE A HEAD SHAMPOO EMPLOYING THE FOLLOWING PROCEDURE 



2.02 EXPLAIN PROCEDURE TO PATIENT; DRAPE PATIENT 
2.0 3 ASSEMBLE EQUIPMENT; FILL PITCHERS WITH WATER; 

BRING .EQUIPMENT TO BEDSIDE 
2.0 4 PLACE BASIN OR PAIL ON CHAIR NEAR HEAD OF BED, 

2.05 FOLD LARGE RUBBER SHEET INTO TROUGH SHAPE AND 

POSITION ON BED 

2.06 PIN TOWEL AROUND PATIENT' S NECK AND SHOULDERS; 

PLACE COTTON IN PATIENT'S EAR 
2.0 7 BRING PATIENT TO SIDE OF BED; PLACE RUBBER COVERED 

PILLOW UNDER SCAPULAR REGION 
2.0 8 PLACE WASH CLOTH OVER PATIENT'S EYES 

2.09 WET HAIR; APPLY SHAMPOO, LATHER WELL, MASSAGE WELL, 

RINSE » 

2.10 REPEAT PROCESS AS NECESSARY 

2.11 IF PATIENT DESIRES, POUR LEMON OR VINEGAR SOLUTION 

OVER HAIR AND SCALP; RINSE 
^Tl^ REMOVE RUBBER TROUGH TO BASIN OR BUCKET AND ALLOW 
PATIENT TO JREST HEAD ON RUBBER PROTECTOR AND 
TOWEL AT HEAD OF BED 

2.13 DRY HAIR, COMB AND BRUSH (FINE-COMB, IF INDICATED) 

2.14 CHANGE GOWN IF NECESSARY; REARRANGE BEDDING 

2.15 REMOVE AND CLEAN EQUIPMENT; LEAVE UNIT IN ORDER 

140 



ERIC 



MISOE NO. 



PROGRAM PRACTICAL NURSING 



USOK CODE NO{S) 



1.00 CONDITION 



2.00 PERFORMANCE 



DIVISION 06 HYGIENE 

UNIT 03 HEAD care! 

TERMOB NO. 



02-030 



GENERAL STATEMENT OP PERFORMANCE AND RESULTING OUTCOME 




4 
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ERIC 



..■1 irt^-.g. ^fJ*-!--. .L a; . »... iv:, i.-j,. ^ 



MISOE NO. 



PROGRAM ppaPTTPAT. MTTPSTTJC 



DIVISION 06 HYGIENE 
UNIT 



03 HEAD CARE 



TERMOB NO. 02-030 (CONTl 



3.00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
(J 3.01 HEAD SHAMPOO PROPERLY GIVEN IN BED TO APPROVAL OF 

PANEL OF REGISTERED NURSES. TO BE COMPLETED WITHIN 
30 MINUTES WITH EACH STEP OF PROCEDURE JUDGED^S 
SATISFACTORY OR UNSATISFACTORY. 



7 57iy5 EXPLANATION SIMPLE, CORRECT AND AUDIBLE 

) 3.03 LARGE PITCHER CONTAINS llO" F. WATER; SMALL PITCHER 

CONTAINS 100* F. WATER 

) 3.04 CHAIR PROTECTED WITH NEWSPAPER 

3.05 ADEQUATELY COLLECT WATER AND FUNNEL IT INTO PAIL 

OR BUCKET 

3.06 TOWEL PImInED SECURELY 

3.07 PATIENT^BtiL OVER TO SIDE OF BED 

. 3.08 PATIENT'S EYES COVERED BY WASH CLOTH 

^ 3.09 HAIR WET THOROUGHLY WITH WATER PROM SMALL PITCHER 

3.10 HAIR SHAMPOOED AND RINSED UNTIL CLEAN 

3.11 ACIDIC RINSE IS WELL RINSED 

) 3.12 PATIENT AND BED PROTECTED FROM WETNESS 

) 3.13 HAIR WELL DRIED AND NEATLY COMBED 

) 3.14 BED AND PATIENT NEAT AND DRY 

) 3.15 UNIT LEFT IN ORDER, EQUIPMENT RETURNED CLEAN 



14; 



ERIC 



PROGRAM PRACTICAL NURSIWG 
USOE CODE NO(S)"~ ~~ 



MISOE N0._ 

DIVISION 06 HYGIENE 
UNIT 03 HEAD CARE 



TERMOB NO. 02-0 l^p icaviT.) 



a. 00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OP RESULTING OUTCOME 



143 # 



erJc 
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MISOE NO. 



PIPGRAM PRACTICAL NURSING 



DIVISION 06 HYGIENE 
UNIT 04 BACK C Aiib 

TERMOB m. 



02-031 



1.00 CONDITION 



) 



1.01 
1.02 
1.03 
1.04 
1.05 
1.06 



MEDICAL MANNEQUIN 

STUDENT 

PATIENT 

LOTION 

TALCUM POWDER 
BATH TOWEL 



2.00 PERFORMANCE 



GENERAL STATEMENT O F PERFORMANCE AND RESULTING OUTCOME . 

-7-T — ADMINI STER CARE OF THE BACK EMPLOYING THi:; FOLLOWING 

^ ' RROCEDURE: 



"2752 WASH HANDS ^^^^^ 

2.03 EXPLAIN THE PROCEDURE TO PATIENT AND SCREEN UNIT 
2.' 04 ASSEMBLE THE EQUIPMENT ON BEDSIDE TABLE 

2.05 RAISE BED 

2.06 LOWER THE HEAD OF BED AND IF ALLOWED, REMOVE ALL BUT 

ONE PILLOW FROM BED 

2.07 LOOSEN OR REMOVE GOWN; IF PATIENT HAS AN ABDOMINAL 

BINDER, REMOVE IT BEFORE RUBBING BACK 

2.08 ASSIST PATIENT IN TURNING ON HIS SIDE OR ABDOMEN 

2.09 PLACE BATH TOWEL ON BED y" 
2 10 POUR LOTION INTO YOPR HANDS AND RUB BACK 
2*11 SPECIAL ATTENTION-'SHOULD BE GIVEN TO PRESSURE AREAS 
2 12 END THE BACK RUBVWITH LONG, LIGHT STROKING MOVEMENTS 
2 ! 13 POWDER BACK AND fbLLOW RUB AS WITH LOTION 
2 14 ASSIST PATIENT ONTO HIS BACK AND REPLACE ABDOMINAL 

BINDER AND GOWN IF THEY WERE REMOVED 
2.15 MAKE PATIENT COMFORTABLE 
2 16 RETURN EQUIPMENT TO ITS PROPER PLACE AND LEAVE UNIT TIDY 
2 17 IF PERTINENT, RECORD TIME AND CONDITION OF PATIENT'S BACI 



3.00 EXTENT 




GENERAL S TATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

r-J 3.01 BACK CARE ADMINISTERED TO PATIENT TO APPROVAL OF 

PANEL OF REGISTERED NURSES. TO BE COMPLETED WITHIN 15 
- MINUTES WITH EACH STEP OF PROCEDURE JUDGED AS SATIS- 
FACTORY OR UNSATISFACTORY. 



Tl THOROUGHLY T 

( ) 3.03 EXPLANATION SIMPLE, CORRECT AND AUDIBLE; UNIT 
MODESTLY SCREENED 



( ) 1. 02 " STUDENT' 

( ) 1.03 PATIENT 

( ) 1.04 LOTION 

( ) 1.05 TALCUM POWDER 

( ) 1.06 BATH TOWEL 



2.00 PERFORMANCE 



GENERAL ST ATEMENT OF PERFORMANCE mp RE SULTING OUTCOME 
( ) 1.61 ADMINISTE R CARE OF THE QfACK EMPLOYING THE FOLLOWING 
RROCEDURK : 



TT 
( ) 
( ) 
( ) 
( ) 



( ) 

( ) 

( ) 

( ) 

( ) 

( ) 

( ) 



2 02 WASH HANDS 

2 '.03 EXPLAIN THE PROCEDURE TO PATIENT AND SCREEN UNIT 
2.04 ASSEMBLE THE EQUIPMENT ON BEDSIDE TABLE 
2 05 RAISE BED 

2.06 LOWER THE HEAD OF BED AND IF ALLOWED, REMOVE ALL BUT 
ONE PILLOW FROM BED 
{ V 2.07 LOOSEN OR REMOVE GOWN; IF PATIENT HAS AN ABDOMINAL 
BINDER, REMOVE IT BEFORE RUBBING BACK 

2.08 ASSIST PATIENT IN TURNING ON HIS SIDE OR ABDOMEN 

2.09 PLACE BATH TOWEL ON BED 

2 10 POUR LOTION INTO YOURr HANDS AND RUB BACK 
2 11 SPECIAL ATTENTION SHOULD BE. GIVEN TO PRESSURE AREAS 
2*12 END THE BACK RUB WITH LONG, LIGHT STROKING MOVEMENTS 
2*13 POWDEP BACK AND FOLLOW RUB AS WITH LOTION 
2*14 ASSIST PATIENT ONTO HIS BACK AND REPLACE ABDOMINAL 
BINDER AND GOWN IF THEY WERE REMOVED 
f ) 2.15 MAKE PATIENT COMFORTABLE 

2.16 RETURN EQUIPMENT TO ITS PROPER PLACE AND LEAVE UNIT TIDY 
( ) 2.17 IF PERTINENT, RECORD TIME AND CONDITION OF PATIENT'S BACI 



3.00 EXTENT 



ERIC 



GENERAL STAT EMENT OF EXTENT AND EXTENT OF RESUL TING OUTCOME 

Tl 5701 — BACK CARE ADMINISTERED TO PATIENT TO APPROVAL OF 

PANEL OF REGISTERED NURSES. TO BE COMPLETED WITHIN 15 
MINUTES WITH EACH STEP OF PROCEDURE JUDGED AS SATIS- 
FACTORY OR UNSATISFACTORY. 



XI THOROUGHLY 

( ) 3.03 .EXPLANATION SIMPLE, CORRECT AND AUDIBLE; UNIT 

MODESTLY SClREENEb 

( ) 3.04 ALL NECESSARY EQUIPMENT ASSEMBLED , 

( ) 3.05 TO HIGHEST LEVEL 

( ) 3.06 PILLOWS NOT REMOVED IF REMOVAL DISALLOWED 

( ) 3.07 WITHOUT DISCOMFORT TO PATIENT 

( ) 3.08 PATIENT ASSISTED WITHOUT STRAIN TO NURSE OR PATIENT 

( ) 3.09 TOWEL CLOSE TO BACK „„„„„ot,. 

( ) 3 10 MOTIONS FIRM AND CIRCULAR; STROKES SLOW AND RHYTHMIC 

( ) 3! 11 ALL PRESSURE AREAS GIVEN SPECIAL ATTENTION 

( ) 3.12 M0VEMJ:NTS EXTEND from SHOULDERS TO BUTTOCKS 

( ) 3.13 LIGHTLY POWDERED, 

(1) 3.14 PATIENT ASSISTED WITHOUT STRAIN TO NURSE OR PATIENT 

( ) 3.15 PATIENT COMFORTABlLE 

1 1 l:i*7 ^WlSISMracORDED ACCORDING TO RUI^S FOR 
^ ' CHARTING i i 4 

T-88 



PROGRAM PRACTICAL NURSING 



USOE CODE liO(S) 



1.00 CONDITION 



2.00 PERFORMANCE 



MISOE NO, 



DIVISION 06 HYGIENE 
UNIT 04 BACK CA^ 

TERMOB NO. 



02«031 



GENERAl. STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



3.00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 



ERIC 



> - ..L.vx.'^i..-;.t; i..' ^^ , ...1- ^..i ... 



T 



MISOE NO. 
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PROGRAM PRACTICAL NURSING ^ DIVISION 0^ HYGIENE 



UNIT 05 MbUTH CARE 

TERMOB NO. 02-032 



1.00 CONDITION 



1.01 
1.02 
1.03 
1.04 
1.05 

1.06 
1.07 
1.08 
1.09 
1.10 
1.11 
1.12 



FRESH WATER 



UNCONSCIOUS PATIENT 
CONSCIOUS PATIENT 
MEDICAL MANNEQUIN 
STUDENT 

SMALL TRAY WITH (A) 

CERINE WITH LEMON ADDED OR LEMON 
COTTON APPLICATORS 
TOlSlGUE APPLICATORS 
GAUZE BANDAGE OR SQUARES 
EMESIS BASIN 
PAPER BAG OR NEWSPAPER 
OINTMENT OR MINERAL OIL 
TOWEL 



(B) MOUTHWASH (C) GLY- 
GLYCERINE SWABS 



(ABOUT 4 INCHES) 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 

Tl—^ ^ 



ADi^INISTER SPECIAL MOUTH CARE "EMPLOYING > THE 
FOLLOWING PROCEDURE: 



XT 
( ) 
( ) 
( ) 
( ) 



( ) 
( ) 



2.02 
2.03 
2.04 
2.05 
2.06 



2.07 
2.08 



ASSEMBLE EQUIPMENT AT BEDSIDE 

PLACE TOWEL UNDER PATIENT'S CHIN AND ACROSS CHEST 
TURN PATIENT'S HEAD AND POSITION EMESIS BASIN 
HOLD MOUTH OPEN AS NECESSARY 

DIP APPLICATOR IN LEMON GLYCERINE SOLUTION AND CLEAN 
TEETH, TONGUE, GUMS AND ROOF OF MOUTH OR USE LEMON 
GLYCERINE SWABS ^ 

DISCARD USED APPLICATORS 

RINSE MOUTH 



( ) 2.09 APPLY MINERAL OIL OR OINTMENT TO LIPS 



3J0O EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
Tl 01 SPECIAL MOUTH CARE PROPERLY ADMINISTERED TO PATIENT 
TO APPROVAL OF PANEL OF REGISTERED NURSES. TO BE 
COMPLETED WITHIN 15 MINUTES WITH EACH STEP OF PRO- 
CEDURE JUDGED AS SATISFACTORY OR UNSATISFACTORY. 



Tl TTiTlS ALL EQUIPMENT READY 

( ) 3.03 TOWEL PROPERLY POSITIONED 

rrJir^ ^ ^ 3.04 HEAD TURNED TO SIDE; EMESIS BASIN CLOSE TO CORNER 
hKJC OF MOUTH 

( ) 3.05 MOUTH OF UNCONSCIOUS PATIENT HELD OPEN WITH PADDED 



1.03 MEDICAL MANNEQUIN 

1.04 STUDENT 

1.05 SMALL TRAY WITH (A) FRESH WATER (B) MOUTHWASH (C) GLY- 

CERINE WITH LEMON ADDED OR LEMON GLYCERINE SWABS 

1.06 COTTON APE^LlCATORS 
.1.07 TONGUE APPLICATORS 

1.08 GAUZE BANDAGE OR SQUARES (ABOUT 4 INCHES) 

1.09 EMESIS BASIN 

1.10 PAPER BAG OR NEWSPAPER 

1. 11 OINTMENT OR MINERAL OIL 

1. 12 TOWEL 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 
Tl 2751 ADMINISTER SPECIAL MOUTH CARE EMPLOYING THE 
FOLLOWING PROCEDURE: 



TT 
( ) 
( ) 
( > 
( ) 



2.02 
2.03 
2.04 
2.05 
2.06 



2.07 
2.08 
2.09 



ASSEMBLE EQUIPMENT AT BEDSIDE 

PLACE TOWEL UNDER PATIENT'S CHIN AND ACROSS CHEST 
TURN PATIENT'S HEAD AND POSITION EMESIS BASIN 
HOLD MOUTH OPEN AS NECESSAR!^ 

DIP APPLICATOR IN LEMON GLYCERINE SOLUTION AND CLEAN 
TEETH ^ TONGUE, GUMS AND' ROOF OF MQUTH OR USE LEMON 
GLYCERINE SWABS 

DISCARD USED APPLICATORS 

RINSE MOUTH 

APPLY MINERAL OIL OR OINTMENT TO LIPS 



3.00 EXTENT 



GEJJERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
Tl SPECIAL MOUTH CARE PROPERLY ADMINISTERED TO PATIENT 

TO APPROVAL OF PANEL OF REGISTERED NU RSES. TO BE ' 
COMPLETED WITHIN 15 MINUTES WITH EACH STEP OF PRO- 
CEDURE JUDGED AS SATISFACTORY OR UNSATISFACTORY. 



3.02 ALL EQUIPMENT READY 

3.03 TOWEL PROPERLY POSITIONED 

3.04 HEAD TURNED TO SIDE; EMESIS BASIN CLOSE TO CORNER 

OF MOUTH 

3.05 MOUTH OF UNCONSCIOUS PATIENT HELD OPEN WITH PADDED 

TONGUE DEPRESSOR, NOT FINGER 

3.06 AREA CLEANSED THOROUGHLY 

3.0 7 APPLICATORS DISCARDED PROMPTLY AND NOT REUSED; NO 
APPLICATOR DIPPED 

3.08 MOUTH RINSED WITH MOUTHWASH BY CONSCIOUS PATIENT; 

APPLICATORS USED FOR UNCONSCIOUS PATIENT . 

3.09 -OIL OR OINTMENT APPLIED IP LIPS CRACKED OR DRY TO 

PREVENT CHAPPING 
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ERIC 



T-90 



MISOE NO. 



PROGRAM PRACTICAL NURSING DIVISION 06 HYGIENE 



USOE' code N0(S) UNIT MOUTH CARE 



TERMOB NO. 02-.032 



1.00 CONDITION 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



3.00 EXTENT 

I 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
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ERIC 



MISOE NO. 

"v. 



PROGRAM PRACTICAL NURSING 



DIVISION 06 
UNIT 05 
TERMOB NO. 



.HYGIENE 



MOUTH CARE 



Q2-Q33 



1.00 CONDITION 



1.01 EMESIS BASIN 

1.02 WIPETTES 

1.03 TOOTHBRUSH AND DENTIFRICE 

1.04 MOUTHWASH 

1.05 DENTURE CUP 

1.06 PATIENT WITH DENTURES 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RES ULTING OUTCOME ^ 

-f-J ^.Qi CARE FOR DENTURE S EMPLOYING THE FOLLOWING PROCEDURE : 



2.02 PROVIDE PRIVACY FOR CLEANING DENTURES . 
2 03 GIVE PATIENT A TISSUE AND HAVE HIM REMOVE DENTURES 
2^04 ALLOW PATIENT TO RINSE MOUTH WITH MOUTHWASH OR SCRUB 

REMAINING TEETH 
2.05 WASH DENTURES AND, RINSE THEM 

2 06 RETURN DENTURES TO PATIENT OR IF DENTURES ARE LEFT OUT 
OF MOUTH, PUT THEM IN SPECIAL CONTAINER WITH SOLUTION 
AND PLACE IN TOP DRAWER OF BEDSIDE TABLE 
( ) 2.07 .LOOK FOR IRRITATED AREAS IN MOUTH; REPORT TO CHARGE 
NURSE 



TT 
( ) 
( ) 

( ) 
( ) 



3.00 EXTENT 



GENERAL STAT EMENT OF EXTENT AND EXTENT OF RESULTING OUTCO^ffi 

n 3.01 PROPER CARE GIVEN TO PATIENT'S DENTURES TO A^^^^^AL 

OF PANEL OF REGISTERED NURSES. TO BE COMPLETED WITHIN 
5 MINUTES WITH EACH STEP OF PROCEDURE JUDGED AS 
SATISFACTORY OR UNSATISFACTORY. 



3.03 
3.04 
3.05 
3.06 



( ) 3.07 



PROCEDURE SHIELDED F ROM VIEW OF OTHER PATIENTS AND STAt^ 
REQUEST POLITE AND AUDIBLE 
MOUTH RINSED AND/OR TEETH SCRUBBED 
WASH UNDEJl COLD WATER OVER BASIN OF WATER 
DENTURES RETURNED OR STORED PROPERLY IN DRAWE 

DENTURES HANDLED USING A TISSUE 
ANY IRRITATED AREAS NOTED AND REPORTED 



150 



NO. 



PRdSRAM PRACTICAL NURSTWr, DIVISION 06 Uvr,Tvvv 

USOE CODE NO(S) UNIT 



05 Mnn^PH ^flftf. 



______ TERMOB NO. 02-^033 

l.aO CONDITION 



2.00 PEHFORMANCE 



3.00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT nv ppcrtr 



OUTCOME 
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MISOE NO. 



152 



PROGRAM PW^CTIGAL NURSING 



DIVISION 06 
UNIT 06 
TERMOB NO. 



HYGIENE 



VAGINAL DOUCHE 



02-034 



1.00 CONDITION 

1.01 
1.02 
1.03 
1.04 
1.0$ 
1.06 
1.07 




STUDENT 

PATIENT (FEMALE) 
MEDICAL MANNEQUIN 
DISPOSABLE DOUCHE TRAY 
BEDPAN 

PLASTIC OR RUBBER SHEET 



1.08 I. V. POLE 
1.09( SOLUTION AS ORDERED 
i> GRADUATE 



( r 



1.10 

1.11 

1.12 
1.1^ 
1.14 



THERMOMETER 

NEWSPAPER 

CHART 

COTTON BALLS 



2.00 PERFORMANCE 



GENERAL STATEMEN T OF PERFORMANCE AND RESULTING OUTCOME 

GIVE A VAGINAL DOUCHE (IRRIGATION) EMPLOYING THE 



n — TToT 



ERIC 



FOLLOWING PROCEDURE: 



2.d3 

i 

2.(i4 

2.05 
2.106 
2.07 

2.09 



2.10 
2.11 

2.12 

'2Tr3" 
2.14 



2.15 
2.16 
2.17 
2*18 

2.19 
2.20 



IDENTIFY PATIEI^t/ SCREEN AND EXPLAIN PROCEDURE 
APPLY BATH BLANKET AND FOLD TOP BED LINEN; REMOVE 

ALL BUT ONE PILLOW 
PLACE RUBBER PRCffiCTOR AND BED PAD UNDER PATIENT'S 

BUTTOCKS 

WASH HANDS AND ASSEMBLE EQUIPMENT 

MEASURE AMOUNT AND TEMPERATURE OF DESIRED SOLUTION 
COVER TRAY AND CARRY EQUIPMENT TO BEDSIDE 
DRAPE PATIENT; PLACE PATIENT ON BEDPAN OR DOUCHE PAN 
HANG IRRIGATION CAN ON STAND; AVOID PRESSURE TO PREVENT 

FLUID GOING INTO UTERUS Al^D TUBES 
PUT ON GLOVES; CONNECT DOUCHE TIP TO TUBING 
UNCLAMP TUBING AND ALLOW SOME FLUID TO FLOW OVER INNER 

THIGH 

INSERT DOUCHE NOZZLE INTO VAGINA 

ALL0W~S0LUTI0N^TO~PL0W"WHXLE-ROTATING-NOZ2LE 

CLAMP TUBING AFTER ALL FLUID HAS RUN IN; REMOVE NOZZLE 

AND ELEVATE BACK REST 
DRY PATIENT « 
DISCARD COTTON BALLS 
REMOVE BEDPAN 

REMOVE PROTECTIVE RUBBER AND PAD, REPLACE BED LINEN 

AND REMOVE BATH BLANKET 
MAKE PATIENT COMFORTABLE « 
REMOVE EQUIPMENT TO UTILITY ROOM; CLEANSE THOROtJGHLY 

AND PUy IN PROPER PLACE 







[ ) 


1.03 


t ) 


1.04 


( ) 


1.05 


( ) 


1.06 


( ) 


1.07 


( ) 


1.08 


( ) 


1.09 


( ) 


1.10 


( ) 


1.11 


( ) 


1.12 


( ) 


1.13 


< ) 


1.14 



MEDICAL MANNEQUIN 
DISPOSABLE DOUCHE TRAY 
BEDPAN 

PLASTIC OR RUBBER SHEET 

BED PAD 

I. V. POLE 

SOLUTION AS ORDERED 

GRADUATE 

THERMOMETER 

NEWSPAPER 

CHART 

COTTON BALLS 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 

-(-J i.Ol GIVE A VAGINAL DOUCHE (iRRIGATipN) EMPLOXJ.NG THE 

FOLLOWING PROCEDURE: 



2.02 IDENTIFY PA TIENT, SCRfeEN ANb EXPLAIN PROCEDURE 
2)0^ APPLY BATH BLANKET AND FOLD TOP BED LINEN; REMOVE 



"ALL BUT ONE PILLOW^ 

2.04 PLACE RUBBER PROTECTOR AND BED PAD UNDER PATIENT'S 
BUTTOCKS 

2.05 WASH HANDS AND ASSEMBLE EQUIPMENT 

2.06 MEASURE AMOUNT AND TEMPERATURE OF DESIRED SOLUTION 

2.07 COVER TRAY AND CARRY EQUIPMENT TO BEDSIDE 
2 08 DRAPE PATIENT; PLACE PATIENT ON BEDPAN OR DOUCHE PAN 
2! 09 HANG IRRIGATION CAN ON STAND; AVOID PRESSURE TO PREVENT 

FLUID GOING INTO UTERUS AND TUBES 

2.10 PUT ON GLOVES; CONNECT DOUCHE TIP TO TUBING 

2.11 UNCLAMP TUBING AND ALLOW SOME FLUID TO FLOW OVER INNER 
THIGH 

2.12 INSERT DOUCHE NOZZLE INTO VAGINA 

2.13 ALLOW SOLUTION TO FLOW WHILE ROTATING NOZZLE 

2.14 CLAMP TUBING AFTER ALL FLUID HAS RUN IN; 
AND ELEVATE BACK REST 

2.15 DRY PATIENT. 

2 . 16 DISCARD. COTTON BALLS 

2.17 REMOVE BEDPAN 

2.18 REMOVE PROTECTIVE RUBBER AND PAD, REPLACE BED LINEN 
AND REMOVE BATH BLANKET 

2.19 MAKE PATIENT COMFORTABLE 

2.20 REMOVE EQUIPMENT TO UTILITY ROOM; CLEANSE THOROUGHLY 
AND PUT IN PROPER PLACE 

( ) 2.21 CHART INFORMATION 



REMOVE NOZZLE 
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ERIC 



T-94 



MISOE NO. 



PROGRAM PRACTICAL NURSING DIVISION 06 HYGIENE 



USOE CODE NO(S) ~ UNIT 06 VAGINAL DOUCHE 



TERMOB NO. 02-034 



1.00 CONDITION 



2.00 PERFORMANCE 



GENERAL STATEMENT OP PERFORMANCE AND RESULTING OUTCOME 




MISOE NO. 



PROGRAM PRACTICAL NURSING 



DIVISION^ 06 HYGIENE 
UNIT 06 VAGINAL DOUCHE 

TERMOB NO. ^ 



02-034 (CQNT.) , 



3.00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
"PJ VAGINAL DOUCHE ADMINISTERED TO APPROVAL OF PANEL OF 

REGISTERED NURSES. TO BE COMPLETED WITHIN 30 MINUTES 
WITH EACH STEP OF PROCEDURE JUDGED AS SATISFACTORY 
: OR UNSATISFACTORY . — 



Ti — or 



3.03 
3.04 
3.05 

3.0y 
3.07 
3.08 
3.09 
3.10 
3.11 
3. 12 
3.13 
3.14 

3.15 
3.16 
3.17 
3.18 
3.19 
3.20 
3.21 



PATIENT PROPERLY IDENTIFIED AND WELL SCREENED; 

EXPLANATION SIMPLE, CORRECT AND AUDIBLE 
TOP BED LINEN FANFOLDED 'TO FOOT OF BED 
BEDDING PROTECTED 

HANDS THOROUGHLY WASHED; ALL NECESSARY EQUIPMENT 

ASSEMBLED ' 
SOLUTION AT 105" F. PROPER AMOUNT OBTAINED 
ALL EQUIPMENT CARRIED TO BEDSIDE 

PATlElJ!P WELL DRAPED; HIPS HIGHER JgHAN REST OF BODY 

CAN HUNG 18" ABOVE PATIENT'S Hip^.^ 

SECURELY 

IF SOLUTION IS TOO HOT, ALLOW IT TO COOL 

NOZZLE INSERTED 2", TIP DIRECTED DOWNWARD AND BACKWARD 

NOZZLE ROTATED SLOWLY 

NOZZLE REMOVED GENTLY; BACK REST ELEVATED TO COMPORT- 
ABLE POSITION AND PATIENT EXPELS REMAINING FLUID 
PATIENT DRIED FROM FRONT TO BACK USING COTTON BALLS 
IN NEWSPAPER 

PAN REMOVED WITH NO SPILLAGE 
BED NEAT 

PATIENT COMFORTABLE 
EQUIPMENT RETURNED GLEAN.. 

CORRECT INFORMATION RECORDED ACCORDING TO RULES FOR 
CHARTING INCLUDING TIME, PROCEDURE, SOLUTION OB- 
SERVATIONS, RETURNED SOLUTION 

I 
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ERIC 



MISOE NO. 



PROGRAM PRAnTTCAT. NURSING DIVISION 06 HYGIENE 

L'SOE CODE NO(S) UNIT 06 VAGINAL DOUCHE 

- .TERMOB NO. 02-034 (CONtTT 



3.00 EXTENT 

GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTINC OUTCOME 



/ 



15G 



ERIC 



MISOE NO. 



PROGRAM PRACTICAL NURSING ^ DIVISION 06 HYGIENE 



UNIT 0 7 SURGICAL PREPARATIO N 

OF SKIN 

TERMOB NO. 0^-035 



1.00 CONDITION 



1.01 STUDENT 

1.02 PATIENT 

1.03 STERILE PREP CONTAINER WITH GAUZE AND COTTON TIPPED 

APPLICATORS 

1.04 RAZOR BLADES 

1.05 RUBBER AND BED PAD OR CHUK , , 

1.06 STERILIZING^SOAP 

1.07 NEWSPAPER / 

1.08 BASIN AND WASH CLOTH 

1.09 PORTABLE LAMP 

1.10 SOAP 
1;11 PEROXIDE 
1.12 CHART 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 

J-) 2~?yi — SHAVE AND CLEANSE THE SKIN IN PREPARATION FOR SURGERY 

EMPLOYING THE FOLLOWING PROCEDURE : 



Tr?J5 EXPLAIN THE PROCEDURE TO PATIENT 

2.03 SCRUB HANDS 

2.04 DRAPE PATIENT; FILL BASIN WITH WARM WATER 

2.05 ADJUST LAMP 

2.06 CLEANSE AREA \ 

2.07 SHAVE THE AREA ' 

2.08 CLEANSE THE UMBILICUS 

2.09 WASH AREA 

2.10 REPORT AND RECORD ANY SKIN ERUPTION OR ABRASION 

2.11 RECORD PREP ON TREATMENT SHEET AND SIGN 



3.00 EXTENT 



GENERAL STA TEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

' T-J JToI PROPER AREA OF SKIN SHAVED AND CLEANSED FOR SURGERY 

TO APPROVAL OF PANEL OF REGISTERED NURSES. TO BE 
COMPLETED WITHIN 60 MINUTES WITH EACH STEP OF PRO- 
CEDURE JUPGED AS SATISFACTORY OR UNSATISFACTORY. 

— 3.02 tikpLAtJATloN simple, correct and clear 

( ) 3.03 HANDS SCRUBBED 2-3 MINUTES WITH STERILIZING SOAP 

( ) 3.04 PATIENT PROPERLY DRAPED 

( ) 3.05 AREA TO BE SHAVED WELL LIGHTED 



ERIC 



( 


) 


1. 02 


( 


) 


1.03 


( 


) 


1.04 


( 


) 


1. 05 


( 


) 


1.06 


* 

( 


) 


1.07 


( 


) 


1.08 


( 


) 


1*09 


> 

( 


) 


\. 10 


( 


) 


1.11 


( 


) 


1« 12 



PATIENT 

STERILE PREP CONTAINER WITH GAUZE AND COTTON TIPPED 

APPLICATORS 
RAZOR BLADES 

RUBBER AND BED PAD OR CHUX 
STERILIZING SOAP 
NEWSPAPER 

BASIN AND WASH CLOTH 
PORTABLE LAMP " 
SOAP 

PEROXIDE 
CHART 



2.00 PERFORMANCE 



GENER AL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME ^^^^^^^^ 

T-] 5.61 SHAVE AND CLEANSE THE SKIN IN PREPARATION FOR SURGERY 

EMPLOYING THE FOLLOWING PROCEDURE: 



( ) 2. OS — EXPLAIN THE PROCEDURE TO PATIfitjT ^ 

( ) 2.03 SCRUB HANDS 

" 'D I U ^ E rATIENTl"FILL"3ASXN~mTH-^^^^? ATEfc: 





i— 




{ 


) 


2.05 


( 


) 


2.06 


( 


) 


2.07 


( 


y 


2.08 


( 


) 


2.09 


( 


) 


2.10 


( 


) 


2.11 



AiJJUST LAMP 
CLEANSE AREA 
SHAVE THE AREA 
CLEANSE THE UMBILICUS 
WASH AREA 

REPORT AND RECORD ANY SKIN ERUPTION OR ABRASION 
RECORD PREP ON TREATMENT SHEET AND SIGN 



3.00 EXTENT 



GENER AL STATEMENT OF EXTENT AND EX TENT OF RESULTING OUTCOME 

7-5 3.61 PROPER AREA OF SKIN SHAVED AND CLEANSED FOR SURGERY 

TO APPROVAL OF PANEL OF REGISTERED NURSES. TO BE 
COMPLETED WITHIN 60 MINUTES WITH EACH STEP OF PRO- 
CEDURE JUDGED AS SATISFACTORY OR UNSATISFACTORY. 



Xtr2 feXPiANATION SIMPLE, CORRECT AND CLEAR 

3.03 HANDS SCRUBBED 2-3 MINUTES WITH STERILIZING SOAP 

3.04 PATIENT PROPERLY DRAPED 

3.05 AREA TO BE SHAVED WELL LIGHTED | 

3.06 AREA CLEANSED WITH WARM WATER AND SOAP I ' 

3.07 AREA DRY CLIPPED, IF NECESSARY; SODS WITH GAJZE, SOAP 
AND WARM WATER? SKIN^ HELD TAUT AND SHAVED WITH SHORT 

FIRM STROKES i 
( ) 3.08 CLEANSE THORotoLY WITH STERILIZING SOAP; USE PEROXIDE 
IF UMBILICUS IS CRUSTY 

3.09 ENTIRE AREA FILMED USING STERILIZING SOAP 

3.10 ANY ERUPTION OR ABRASION EXISTING IS SEEN, ^ REPORTED 
AND RECORDED 



TT 
( ) 
( ) 
( ) 
( ) 
( ) 



( ) 
( ) 



( ) 3.11 PREP IS<iRECORDED ACCORDING TO RULES" 
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ERIC 



T-98 



MISOE NO. 



PROGRAM PRACTICAL NURSING 
USOE CODE NOCS)- ' 



DIVISION 06 HYGIENE 
UNIT 



07 SURGICAL PREPARATION 
OF SKIN ^ 



TERMOB NO. p2-035 



1. 00 CONDITION 



2.00 PEPJ-ORMANCE 



GENERAL STATEMENT OF PERFORMANfcE AND RESULTING OUTCOME 



3.00 EXTSHT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 



ERIC 



MISOE NO. 



PROGRAM PRACTICAL NURSING 



DIVISION 07 FBEDING 
UNIT 01 FEEDING OF PA.TIEtl T 

TERMOB NO. 02-036 



l.Oa CONDITION 



1.03 
1.02 
1.03 
1.04 
1.05 



STUDENT 
PATIENT 
BED 

SERVICE TABLE 
MEAL ON TRAY 



\ 



2.0 a PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 

( ) 2.01 FEED PATIENT EMPLOYING THE FOLLOWING PROCEDURE; 



X~J 2.02 CiHECK TO SEE THAT MEAL IS CONSISTENT WITH ANY 

DIETARY ORDERS 
( ) 2.03 FEED PATIENT 



3.00 EXThar 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
{ ) 3.01 CORRECT MEAL FED COMFORTABLY TO PATIENT TO APPROVAL 
OF PANEL OF REGISTERED NURSES. TO BE COMPLETED 
WITHIN 30 MINUTES WITH EACH STEP OF PROCEDURE 
JUDGED AS SATISFACTORY OR UNSATISFACTORY. 



Tl — 3;02 MEAL IMe6Mai:5TBW P mm ^>ATtENT'5 bilEMV 6febgfeg 

WILL BE NOTED, IMMEDIATELY REPORTED AND NOT FED 
TO PATIENT? 

( ) 3.03 MOUTHFULS NOT TOO LARGE TO BE UNCOMFORTABLY CHEWED, 
PATIENT NOT fED TOO FAST 



IGu 



er|c 



' MISOE NO. 

PROGRAM PR^qTICAL NURSi^iNG DIVISION 07 FEEDING ^ 

USOE CODE NO(S) UNIT Ql FP^nTMn OF PATIENT 

. TERMOB NO. n:>>>Q3^ 

1,00 CONPITION 



2.00 PERFORMANCE 

GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



3.00 EXTEtJT 

GENERAL STATEMENT Ot EXTENT AND EXTENT OF RESULTING OUTCOME 



ERIC 



MISOE NO. 



PROGRAM PRACTICAL NURSING"- DIVISION 08 ELIMINATION 

♦ 

: ' UNIT 01 IN BED 

TERMOB NO. 02-0 37 



X.OO CONDITION 

( ) 1.01 PATIENT 

( ) 1.02 STUDENT 

( ) 1.03 BEDPAN AND COVER 

( ) 1.04 TOILET TISSUE 

( ) 1.05 SOAP, WATER AND HAND TOWEL OR WIPETTES 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



TTH GIVE AND REMOVE A BEDpj^ EMPLOYING THE FOLLOWING 
PROCEDURE: 



SCREEN PATIENT, RAISE HEAD OF BED SLIGHTLY UNLESS 

CONTRA* INDI GATED 
WARM BEDPAN 

PLACE BEDPAN ON CHAIR OR FOOT OF BED 

FOLD CORNER OF TOP LINEN OVER ONTO PATIENT 

REMOVE RUBBER RINGS OR PILLOWS 

TUCK BEDPAN COVER UNDER EDGE OF MATTRESS 

HAVE PATIENT RAISE BUTTOCKS, IF ABLE. LIFT PATIENT'S 

HIP SO THAT BUTTOCKS REST ON ROUNDED SEAT OF PAN 
PUT LIGHT CORD AND PAPER WITHIN REACH 
LEAVE PATIENT ALONE 
RETURN TO PATIENT 

WITHDRAW PAN, COVER AND PLACE ON CHAIR 

TURN HELPLESS PATIENT ON SIDE AND COMPLETE TOILET; 

GIVE LOCAL BATH, IF NECESSARY 
PROVIDE SOAP, WATER AND TOWEL (OR WIPETTES) FOR 

PATIENT'S HAND WASHING 
ADJUST BED AND tEAVE PATIENT COMFORTABLE 
CARRY BEDPAN TO BATHROOM AND EXAMINE CONTENTS BEFORE 

EMPTYING 

EMPTY, RINSE AND DRY OUTSIDE OF PAN AND RETURN TO 
BEDSIDE CABINET 



2.03 
2.04 
2.05 
2.06 
2.07 
2.08 

2.0$ 
2.10 
2.11 
2.12 
2.13 

2.14 

2.15 
2.16 



( ) 2.17 
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ERIC 



MtSpE NO. 



PROGRAM PRACTICAL NURSING DIVISION 08 ELIMINATION 

USOE CODS NO(S) -~ - UNIT 01 IN BED ^ 

"ZmZZlIilZZ TERMOB NO. 02-037 



1.00 CONDITION 



2.00 PERFORMANCE 

t- 

GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



I 



ERIC 



- ,...^...>.:^..,iv.,,.....,-^,^-m>^^a^ui.^.^a^^m..A,i,,a^^ 



MISOE NO." 



PROGRAM PRACTICAL NURSING 



DIVISION 08 
UNIT 01 
TERMOB NO. 



ELIMINATION 



IN BED 



02-0 37 (CQIIT.) 



3»00 EXTENT 



GENERAL STATE MENT OF EXTENT AND EXTENT OF RESULTI NG OUTCOME 

•J-) OI — BEDPAN GIVEN TO PATIENT AND REMOVED TO APPROVAL OF 

PANEL OF REGISTERED NURSES. TO, BE COMPLETED WITHIN 
10 MINUTES WITH EACH STEP OF JgSQC EDUBE JUDGED AS 



SATISFACTORY OR UNSATISFACTORY^ . 



375^ PATIENT COMPLETELY SCREENED 

3.0 3 BEDPAN WARMED IF NECESSARY BY RUNNING UNDER WARM WATER 
3.0 4 BEDPAN PLACED ON CHAIR OR FOOT OF BED, UOIL W FLOOR OF 
BEDSIDE STAND OR OVERBED TABLE -\ 

3.05 TOP LINEN FOLDED OVER ONTO PATIENT 

3.06 RUBBER RINGS OR PILLOWS REMOVED 

3.07 BEDPAN COVER PLACED WHERE IT WILL NOT FALL 

3.08 PATIENT INSTRUCTED TO RAISE BUTTOCKS BY FLEXING KNEES 

AND PUSHING ON BED WITH FEET; PATIENT'S HIP LIFTED 
BY HAND PLACED UNDER SMALL OF BACK 
3.09* CORD AND PAPER WITHIN EASY REACH OF PATIENT'S HAND 

3.10 ILL PATIENT NOT LEFT ALONE 

3.11 PROMPT RETURN UPON SIGNAL 

3 12 HAND PLACED UNDER PATIENT'S BACK AS PAN IS WITHDRAWN 
3! 13 COMPLETE TOILET AND LOCAL BATH GIVEN XF NEEDED 
3*14 WASHING MATERIALS PROVIDED 

3.15 PATIENT COMFORTABLE, BED NEAT 

3.16 CONTENTS EXAMINED 

3.17 PAN RINSED WITH COLD WATER, THEN HOT; BRUSH USED 

IF NECESSARY 



ERIC 



iriiliiiiiiiiiiiiU 



MISOE NO. 

PROGRAM PPArTTrAL MITRSTNG . DIVISION aS flTiTMINATIQN 

USOE CODE NO(S) UNIT 01 TN RKD 

TERMOB NO. n->-p-^7 /pfSWT,\ 



3.00 EXTENT if 

GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 



ERIC 



MISOE NO, 



PROGRAM PRACTICAL NURSING DIVISION 08 ELIMINATION. 



UNIT 01 IN BED 



TERMOB NO. 02-0 38 



1.00 CONDITION 



( ) 1.01 PATIENT 

( ) 1.02 STUDENT 

( ) 1.03 SOAP, WATER AND HAND TOWEL OR WIPETTES 

( ) 1.04 URINAL WITH BEDPAN COVER 



'■It 

2.00 PERFORMANCE 



GENER AL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 

J-^ 2.6l GIVE AND REMOVE A URINAL E MPLOYING THE FOLLOWING 

PROCEDURE : 



T~5 2702 SCREEN PATIENT 

( ) 2.03 TUCK BEDPAN COVER UNDER EDGE OF MATTRESS 
( ) 2.04 FOLD CORNER OF TOP LINEN ONTO PATIENT AND PLACE 
URINAL 

( ) 2.05 PROVIDE SOAP, WATER AND TOWEL FOR HAND WASHING 
( ) .2.06 CARRY 'urinal TO UTILITY ROOM AND EXAMINE CONTENTS 
BEFORE EMPTYING 



3.00 EXTENT 



GENERAL ST ATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

-pj 5751 — URINAL GIVEN TO PATIENT AND REMOVED TO APPROVAL OF 

PANEL OP REGISTERED NURSES. TO BE COMPLETED WITHIN 
10 MINUTES WITH EACH STEP OF PROCEDURE JUDGED AS 
SATISFACTORY OR UNSATISFACTORY. 



3. 02 PATIENT COMPLETELY SCREENED 

3.03 COVER POSITIONED SO IT WILL NOT FALL 

3.04 URINAL SHOULD BE WITHIN EASY REACH OF PATIENT'S HAND 

3.05 MATERIALS FOR WASHING PROVIDED 

3.06 COOL WATER, THEN HOT USED IN RINSE 

IGG 'If 




MISOE NO. 



PROGRAM PPAgTTCAL NtJESING 
USOE CODE NO(S)~ ' 



1.00 CONDITION 



2.00 PERFORMl^CE 



DIVISION 08 ELIMINATION 
UNIT 01 IN BED 

TERMOB NO. 02-038 ~ 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



3.00 EXTEICP 



GENERAL STATEMENT OF EXTENT AND EXTENT OF ^RESULTING OUTCOME 



1G7 




ERIC 



6 



MISOE NO. 



PROGRAM PRACTICAL NURSING 



DIVISION 08 ELIMINATION 
UNIT 02 CATHETERIZATION 

TERMOB NO. 02-039 



X.OO CONDITION' 



( ) 
( ) 
( ) 



1.01 
1.02 
1.03 



( ) 1.04 



STUDENT 

PATIENT (FEMTOiE) 

STERILE DISPOSABLE CATHETER SET WHICH'^^INCLUDES : 



(A) 
(B) 
(C) 
(D) 
CHART 



COTTON BALLS (E) 

PLASTIC TOWEL (F) 

FENESTRATED DRAPE (G) 

CATHETER FRENCH #14 (H) 



SPECIMEN BOTTLE 
PLASTIC GLOVES 
LUBRICATING JELLY 
AQUEOUS ZEPHIRAN 1.1000 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



i.Ol CATHETfeRIZE A FEMALE EMPLOYING THE FOLLOWING 
PROCEDURE AND ASEPTIC TECHNIQUE : 



PLACE TRAY ON FOOT OF BED , REMOVE COVER AND PLACE 

NEXT TO TRAY 
PUT ON GLOVES 
FOLD DOWN TOP BEDDING 

PLACE STERILE PLASTIC TOWEL UNDER PATIENT; PLACE 

DRAPE OVER AREA 
SEPARATE LABIA 

PICK UP CATHETER; SLIDE MULTICUP TRAY UNDER THE END 
OF CATHETER 

INSERT CATHETER INTO URETHRA, COLLECT SPECIMEN AT THIS 
TIME IF SO DESIRED; ALLOW URINE TO FLOW UNTIL IT 
STARTS TO DROP SLOWLY, PINCH CATHETER AND REMOVE 

DRY AREA WITH COTTON BALLS; DISCARD ON TRAY COVER 

REMOVE GLOVES, REMOVE EQUIPMENT PROM BED; REARRANGE 
BEDDING AND MAKE PATIENT COMFORTABLE 

DISPOSE OF DISPOSABLE EQUIPMENT 

CHART INFORMATION 



2.03 
2.04 
2.05 

2.06 
2.07 

2.08 



2.09 
2.10 

2. 11 
2 . 12 



3.00 



EXTENT 



GENE RAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

f-J JTUI — FEMALE CATHETERIZED ACCORDING TO STERILE TECHNIQUE TO 

APPROVAL OF PANEL OF REGISTERED NURSES. TO BE COMPL- 
ETED WITHIN 15 MINUTES WITH EACH STEP OF PROCEDURE 
JUDGED AS SATISFACTORY OR UNSATISFACTORY. 



Tl TRAY PLACED SO IT WILL NOT FALL OFF 

( ) 3.03 GLOVES NOT CONTAMINATED 



•'1 ■ J- ■ ■ X ;u 1 STUUBB 1 



1.02 
1.03 



( ) 1.04 



PATIENT (FEMAliE) 

STERILE DISPOSABLE CATHETER SET WHICH INCLUDES 



(A) 
(B) 
(C) 
(D) 
CHART 



COTTOK BALLS (E) 

PLASTIC TOWEL (F) 

FENESTRATED DRAPE (G) 

CATHETER FRENCH #14 (H) 



SPECIMEN BOTTLE 
PLASTIC GLOVES 
LUBRICATING JELLY 
AQUEOUS 2EPHIRAN 1.1000 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



j,Ol — CATHETERIZE A FEMALE EMPLOYING THE FOLLOWING 
PROCEDURE AND ASEPTIC TECHNIQUE: 



2.03 
2.04 
2.05 

2.06 
2.07 

2.08 



2.09 
2.10 

2.11 
2.12 



PLACE TRAY ON FOOT OF BED^ REMOVE COVER AND PLACia 

NEXT TO TRAY 
PUT ON GLOVES 
FOLD DOWN TOP BEDDING 

PLACE STERILE PLASTIC TOWEL UNDER PATIENT; PLAGE 

DRAPE OVER AREA 
SEPARATE LABIA 

PICK UP CATHETER; SLIDE MULTICOP TRAY UNDER THE END 
OF CATHETER „„^^ 

INSERT CATHETER INTO URETHRA, COLLECT SPECIMEN AT THIS 
TIME IF SO DESIRED; ALLOW URINE TO FLOW UNTIL IT 
STARTS TO DROP SLOWLY, PINCH -CATHETER AND REMOVE • 

DRY AREA WITH COTTON BALLS; DISCARD ON TRAY COVER 

REMOVE GLOVES, REMOVE EQUIPMENT FROM BED; REARRANGE 
BEDDING AND MAKE PATIENT COMFORTABLE 

DISPOSE OF DISPOSABLE EQUIPMENT 

CHART INFORMATION 



3.00 EXTENT 



ERIC 



GENERAL STA TEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOI^ 

7-3 3-51 — FEMALE CATHETERIZiED ACCORDING TO STERILE TECHNIQUE -PO 

APPROVAL OF PANEL OF REGISTERED NURSES. TO. BE COMPL- 
ETED WITHIN 15- MINUTES WITH EACH STEP OP PROCEDURE 
JUDGED AS SATISFACTORY OR UNSATISFACTORY. 



TT 

( ) 

( ) 

( ) 

( ) 

( ) 

( ) 



3.03 
3.04 
3.05 
3.06 

3.07 
3.08 



3.09 
3.10 
3.11 
3.12 



TRAY PLACED SO IT WILL NOT FALL OFF 
GLOVES NOT CONTAMINATED 
TO EXPOSE CONVENIENT WORKING AREA 
TOWEL PLACED ABSORBENT SIDE UP 

LABIA CLEANSED WITH AQUEOUS .ZEPHINAN 1.1000 AND COTTON 

BALLS USING DOWNWARD MOTION 
CATHETER PICKED UP ABOUT 3" FROM TIP AND LUBRICATED 
CATHETER GENTLY INSERTED UNTIL URINE BEGINS TO FLOW, 
REMOVE CATHETER WHEN URINE STARTS ^Q DROP SLOWLY; 
NO MORE THAN 900 CC. OF URINE REMOVED 
AREA DRIED USING DOWNWARD MOTION 
PATIENT COMFORTABLE 



DISPOSABLE EQUIPMENT PROPERLY DISPOSED OF 



7/74 



CORRECT INFORMATION CHARTED INCLUDING TIME, NATURE AND 
AMOUNT OF URINE, SPECIMEN TO LABORATORY IF SENT, 
UNTOWARD REACTION OF^ PATIENT 

T-108 IGlJ 



MISOE NO. 



PROGRAM PRACTICAL NURSING 
USOE CODE NO{S) ^- 



DIVISION 08 
UNIT 02 
TERMOB NO. 



ELIMINATION 



CA^riKTERiaAtlOH 



1.00 CONDITION 



2 . 00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



3.00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 



MISOE NO. 



PROGRAM PRACTICAL NURSING 



1.00 CONDITION 



( > 
( ) 
( ) 



1.01 
1.02 
1.03 



( ) 
( ) 



1.04 
1.05 



DIVISION 08 ELIMINATION 
UNIT 

TERMOB NO. 



02 CATHETERIZATION 
— . y 



02-040 



PATIENT (MALE) 
GOOD LIGHT 

DISPOSABLE STERILE CATHETER SET WHICH INCLUDES; 



(A) MULTICUP PLASTIC CUP 

(B) LARGE COTTON BALLS 

(C) PLASTIC TOWEL 

(D) FRENCH CATHETER 

BATH BLANKET 
CHART 



(E) PLASTIC GLOVES 

(F) CLEANING SOLUTION 

(G) FENESTRATED DRAPE 

(H) LUBRICATING JELLY 

(I) SPECIMEN BOTTLE 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 

n 



2.01 



CATHETERIZE A MALE PATIENT EMPLOYING THE FOLLOWING 
PROCEDURE AND ASEPTIC TECHNIQUE: 



2.02 i»6Si!ri6M pAtibiil! ^ — ' : — — 

2.03 REMOVE PLASTIC COVER FROM PACK, PLACE TRAY AT FOOT 
• OF BED 

2.04 PLACE DRAPE UNDER PENIS 

2.05 PUT ON GLOVES 

2.06 APPLY LUBRICANT TO THE CATHETER 

2.07 POUR CLEANSING SOLUTION OVER COTTON BALLS 

2.08 GRASP PENIS AND HOLD, CLEANSE PENIS 

2.09 RETRACT AND HOLD BACK FORESKIN IF PRESENT; DRAW PENIS 

FORWARD AND UPWARD 

2.10 INSERT CATHETER AND ALLOW BLADDER TO DRAIN 

2.11 PINCH CATHETER AND REMOVE 

2 . 12 EASE FORESKIN BACK INTO PLACE 

2.13 DISCARD DISPOSABLE EQUIPMENT 

2.14 CHART INFORMATION 



1.00 EXTENT 




GENERAL STATEMENT OF EXTENT AND EXTENT OF RlTSULTING OUTCOME 
Tl MALE PATIENT CATHETERIZED ACCORDING TO STERILE 

TECHNIQUE TO APPROVAL OF PANEL OF REGISTERED NURSES. 
TO BE COMPLETED WITHIN 15 MINUTES WITH EACH STEP OF 
PROCEDURE JUDGED AS SATISFACTORY OR UNSATISFACTORY. 



Tl TrU2 PATIENT ON BACK WITli TrilGllS SLIGHTLY APART 

( ) 3.03 TRAY PLACED SO IT WILL NOT FALL OFF BED 

( ) 3.04 DRAPE PLACED ABSORBENT SIDE UP, ONLY PLASTIC SIDE TOUCHED 

( ) 3. Q 5. GLOVES NOT rnKrTauTMk>rcn 



( ) 1.03 DISPOSABLE STERILE civrHEtER SET WHIOI IN^^ : 



I 



( ) 
< ) 



1.04 

1.05 



(A) MULTICUP PLASTIC CUP 

(B) LARGE COTTON BALLS 

(C) PLASTIC TOWEL 

(D) FRENCH CATHETER 

BATH BLANKET 
CHART 



(E) PLASTIC GLOVES. 

(F) CLEANING SOLUTION 
<G) FENESTRATED DRAPE 

(H) LUBRICATING JELLY 

(I) SPECIMEN BOTTLE - 



2.00 PERFORMANCE 



GENE-RAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 
T~5 27111 CATHETERIZE A MALE PATIENT EMPLOYING THE FOLLOWING 
PROCEDURE AND ASEPTIC TECHNIQUE: 



~I7U2 FSSTTIMTSTIEIJT ' — 

2.03 REMOVE PLASTIC COVER FROM PACK, PLACE TRAY AT FOOT 

OF BED 

2.04 PliACE DRAPE UNDER PENIS 

2.05 PUT ON GLOVES 

2.06 APPLY LUBRICANT TO THE CATHETER ' 

2.07 POUR CLEANSING SOLUTION OVER COTTON BALLS 

2.08 GRASP PENIS AND HOLD, CLEANSE PENIS 

2.09 RETRACT AND HOLD BACK FORESKIN IF PRESENT? DRAW PENIS 

FORWARD AND UPWARD 

2.10 INSERT 'catheter AND ALLOW BLADDER TO DRAIN 

2.11 PINCH CATHETER AND REMOVE 
'2.12 EASE FORESKIN BACK INTO PLACE 

2.13 DISCARD DISPOSABLE EQUIPMENT 

2.14 CHART INFORMATION 



3.00 EXTENT 



\ GENERAL STATEMENT OF EXTEtJT AND EXTENT OF RESULTING OUTCOME 
; ■' Tl 3.«1 MALE PATiENT CATHETERIZE D ACCORDING TO STERILE 

TECHNIQUE TO APPROVAL OF PANEL OF REGISTERED NURSES. 
TO BE COMPLETED WITHIN 15 WINUTES WITH EACH Sl-EP OF 
' PROCEDURE JUDGfiD AS SATISFACTORY OR UNSATISFACTORY. 

{ ) 3.0.2 PATIENT ON BACK WITH THIGHS SLIGHTLY APART ' 

\ ' ( ) 3.03 TRAY PLACED SO IT WILL NOT FALL OFF BED 

( ) 3.04 DRAPE PLACED ABSORBENT SIDE UP, ONLY PLASTIC SIDE TOUCHED 
( ) 3.05 GLOVES NOT CONTAMINATED ^ 
( ) 3.06 CATHETER LUBRICATED 4 TO 5 INCHES 
( ) 3.07 COTTON BALLS WET WITH SOLUTION 

( ) 3.08 PENIS HELD WITH ONE HAND AND 'CLEANSED, STARTING WITH 

THE MEATUS AND WORKING OUTWARDS 
( ) 3.09 CLEANSED 'area UN CONTAMINATED BY FORESKIN, PENIS 

SLIGHTLY STRETCHED 
( ) 3.10 CATHETER GENTLY INSERTED ABOUT 7" OR UNTIL URINE FLOWS 
{ ) 3.11 CATHETER PINCHED AND REMOVED 

( ) 3.12 FORESKIN EASED BACK INTO PLACE 7/74 
( ) 3.13 DISPOSABLE EQUIPMENT DISCARDED 

( ) 3.14 CO'RRECT INFORMATION CHARTED INCLUDING TIME, NATURE AND 
AMOUNT OF URINE 

Er|c • ■ • 172 



MISOE NO. 



PROGRAM PRACTICAL NURSING 
USOE CODE NO(S) 



division 08 elimination 
unit i 02 catheterization 
term6b no. 



02-040 



1.00 CONDITION 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



3.00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

17«) 



ERIC 



■,....i.a-;..f^^!^A..ir^.^ 



174 



MISOE NO. 



PROGRAM PRACTICA T. NtlRRTNG 



DIVISION 08 
UNIT 02 
TERMOB NO. 



P.T.TMTMATTON 



nATHETERIZATION 



Q2-041 



1.00 CONDITION 



( ) 
( ) 
( ) 
( ) 



1.01 
1.02 
1.03 
1.04 



PATIENT (FEMALE) , • 

STERILE DISPOSABLE FOLEY CATHETER SET 

GOOD LIGHT ^\ 

BATH BLANKET ,J ' " 



2.00 PERFORMANCE 



GENERAL 



( ) 2. 



, STATEMENT OF PERFORMANCE ..Al^El RES ULTING OUTCOME 
- Ql CA'l^teERIZE- FEMAL E PATlEfeiT WITH FOLg Y CATHETER 
EMPLOYING THE FOLLOWING' PROCEDURE : 



2. 
2. 
2. 
2. 
2. 

2. 
2. 
2. 
2. 
2. 
2. 
2. 



03 
04 
05 
06 
07 

08 
09 
10 
11 
12 
13 
14 



^MWE^PL^t^^rJoVER FROM PACK, PLACE TRAY AT FOOT OF BED 
PLACE DRAPE UNDER PATIENT - 
PUT ON GLOVES 

APPLY LUBRICANT TO CATHETER 

POUR CLEANSING SOLUTION OVER RAYON BALLS AND SPONGE, 

CLEANSE MEATUS WELL * ^ 

INSERT CATHETER INTO URETHRA AND ALLOW BLADDER TO DRAIN 
INFLATE BALLOON 
WITHDRAW CATHETER ||' 
ATTACH DRAINAGE TUBING, WLl 
ATTACH DRAINAGE BAG 
DISPOSE OF USED EQUIPMENT 
CHART INFORMATION 



INNING TUBING 



3.00 EXTENT 



ERIC 



rPMPRAT. STATEMENT OF EXTENT AND EXffeNT OF RESULTING OUTCOMES 
f f TOI FeS patient properly CATHETERIZED WITH FOLE!^ C ATHETER 
^ TO APPROVAL OF PANEL OF REGISTERED NURSES. TO BE - 

completed within 15 MINUTES WITH EACH STEP OF PRO- 
CEDURE JUDGED AS SATISFACTORY OR UNSATISFACTORY. 



-J 3 02 PATIENT LYIIjS--O N BACK WITH THIGHS SLIGHTLY APAKT 

3*03 TRAY PLACED SO THAT IT WILL NOT FALL OFF BED. „^„„j 

3.04 DRAPE P%CED ABSORBENT SIDE UP, ONLY PLASTIC SIDE TOUCHEI 

3.05 GLOVES UNCONTAMINATED 

3.06 CATHETER LUBRICATED 2 to 3 INCHES ^ 

3.07 AREA WELL CLEANSED WITH DOWNWARD MOTIONS 
3.0 8 CATHETER INSERTED GENTLY UNTIL TOINE BEGINS TO PLOW 
3 09 BALLOON INFLATED SLOWLY WITH PRE-FILLED SYRINGE 
3*10 CATHETER GENTLY WITHDRAWN UNTIL RESISTANCE IS FELT 

mr^r. ^.TTarHRn OVER PATIENT' S LEG. PINNEb TO BED TO 



( ) 1.02 STERILE DISPOSABLE FOLEY CATHETER SET 
{ ) 1.03 GOOD LIGHT 
( ) 1.04 BATH BLANKET 



2.00 PERTOBMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESU LTING OUTCOME 
^ --^ ^THETERtZE FEMALE PATIENT WITH FOLEY CATHETER 



( ) 2,U 



EMPLOYING THE FOLLOWING PROCEDURE: 



2.03 
2.04 
2.05 
2.06 
2.07 

2.08 
2.09 
2.10 
2.11 
2.12 
2.13 
2.14 



^MO?J°?LAS?^f COVER PROM PACK, PLACE TRAY AT FOOT OF BED 
PLAGE DRAPE UNDER PATIENT 
PUT ON GLOVES 

APPLY LUBRICANT TO CATHETER ^ , 

POUR CLEANSING SOLUTION OVER RAYON BALLS AND SPONGE, 

CLEANSE MEATUS WELL ^ r^t,,,„ 

INSERT CATHETER INTO URETHRA AND ALLOW BLADDER TO DRAIN 

inflate balloon 
'withdraw catheter 

ATTACH DRAINAGE TUBING, PINNING TUBING 
ATTACH DBfAlNAGE BAG 
DISPOSE c(f used EQUIPMENT 
CHART INFORMATION 



3.00 EXTENT 



PFNFRAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOMES 
GENERAL STATEtffiNT OF^^^^^^^ ^^U^^ CATHETERI^ ED ^i'^'g^^.^^^^ ^^ gf ^'^^^ 
^ ' TO APPROVAL OF PANEL OF REGISTERED NURSES. TO BE 

COMPLETED WITHIN 15 MINUTES WCTH EACH STEP OF PRO- 
CEDURE JUDGED AS SATISFACTORY! OR UNSATISFACTORY. 



37 
3. 
3. 
3. 
3. 
3. 
3. 
3. 
3. 
3. 

3. 
3. 
3. 



03 
04 
05 
06 
07 
08 
09 
10 
11 

12 
13 
14 



PATlteNT LYING ON BA CK WITH THIgAs SLIGHTLY APART 
TRAY PLACED SO THAT IT WILL NOT FALL OFF BED 
Se^ACED ABSO^ENT SIDE UP, ONLY PLASTIC SIDE TOUCHEE 
GLOVES UNCONTAMINATED J 
CATHETER LUBRICATED 2 to 3 INCHES 
AREA WELL CLEANSED WITH DOWNWARD MOTIONS 
CATHETER INSERTED GENTLY UNTIL URINE BEGINS TO FLOW 
BALLOON INFLATED SLOWLY WITH PRE!-FILLED SYRINGE 
CATHETER GENTLY WITHDRAWN UNTIL RESISTANCE IS FELT 
TUBING ATTACHED OVER PATIENT'S LEG. PINNED TO BED TO 

AVOID PULLING 
BAG ATTACHED TO SIDE OP BED 
EQUIPMENT PROPERLY DISPOSED OP 

CORRECT INFORMATION CHARTED INCLUDING TIME, AMOUNT ^ 
AND CHARACTER OF URINE 



7/74 



ERIC 



T-112 



MISOE NO. 

PROGRAM PRACTICAL NURSING DIVISION 08 ELIMINATION 
USOE CODE NO(S) UNIT 02 CATHETERIZATION 
TERMOB NO. d^2-041 



1.00 CONDITION 



2.00 PERFORMANCE 

GENERAL STATEMENT OF PERgORMANCE AND RESULTING OUTCOME 

V 



3.00 EXTENT 



GEt^RAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 



ERIC 



MISOE NO. 



177 



PROGRAM PRACTICAL NURSING 



DIVISION 08 
UNIT 02 
TERMOB NO. 



ELIMINATION 



X.00 CONDITION 



( ) 1.01 PATIENT (MALE) 

( ) 1.02 STERILE DISPOSABLE FOLEY CATHETER SET 

( ) .1.03 GOOD LIGHT , 

( ) 1.04 BLANKET • '^*** 



2.00 PERFORMANCE 



GENERAL STATEM ENT OF PERF0PJ4ANCE AND RESULTING OUTCOME 

7"-^ — CATHETERIZE MALE PATIENT WITH FOLEY CATHETER 

EMPLOYING THE FOLLOWING PROCEDURE: 



2 02 POSITION PATIENT 

2103 REMOVE PLASTIC COVER FROM PACK, PLACE TRAY AT FOOT OF BED 

2.04 PLACE DRAPE UNDER PENIS 

2.05 PUT ON GLOVES 

2.06 APPLY LUBRICANT TO CATHETER 

2.07 POUR CLE5^NSING SOLUTION OVER PAYON BALLS 

2.08 GRASP PENIS. AND HOLD, CLEANSE PENIS 

2.09 RETRACT FORESKIN AND HOLD BACK IF PPJESENT; DRAW PENIS 

FORWARD AND UPWARD 

2.10 INSERT CATHETER AND ALLOW BLADDER TO DRAIN 

2.11 INFLATE BALLOON 

2.12 WITHDRAW CATHETER 

2.13 EASE FORESKIN BACK INTO PLACE 

2.14 I^TTACH DRAINAGE TUBING AND PIN TUBING 

2.15 ATTACH DRAINAGE BAG 

2.16 DISPOSE OF USED EQUIPMENT 

2.17 CHART INFORMATION * 



;.00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULT ING OUTCOHE 
1 \ 3.61 MALE PROPERLY CATHETER IZED WITH FOLEY CATHETER TO 

APPROVAL OF PANEL OP REGISTEP^D NURSES. TO BE GgM- 
PLETED WITHIN 15 MINUTES WITH EACH STEP OF PROCEDURE 
JUDGED AS SATISFACTORY OR UNSATISFACTORY. 




3.6 2 
3.03 
3.04 
3.05 
3.06 
3.07 
3.08 



PATIENT ON BACK WITH THIGHS SLIGHTLY APART 
TRAY PLACED SO IT WILL NOT FALL OFF BED 
DPJVPE PLACED ABSORBENT SIDE UP, ONLY PLASTIC SIDE TOUCHEI 
GLOVES UNCONTAMINATED 
CATHETER LUBRICATED 4 TO 5 INCHES 
PAYON BALLS WET WITH CLEANSING SOLUTION 
PENIS HELD WITH ONE HAND AND CLEANSED, STARTING WITH 



( ) 1.02 STERILE DISPOSABLE FOLEY CATHETER SET 
( ) 1.03 GOOD LIGHT 
( ) 1.04 BLAKKET 



2.00 PERFORMANCE 



GENERAL STATEMENT/ OF PERFORMANCE AND RESULTING OUTCOME 

J-) 5.61* ^CATHE ^ERIZE MALE PATIENT WITH FOLEY CATHETER 

EMPLOYING THE FOLLOWING PROCEDURE: 



/ V 2 02 POSiTION PATIENT 

( ) 2! 03 REMOVE PLASTIC COVER FROM PACK, PLACE TRAY AT FOOT OF BED 

( ) 2.04 PLACE DRAPE UNDER PENIS . 

( ) 2.05 PUT ON GLOVES 

( ) 2.06 APPLY LUBRICANT TO CATHETER 

( ) 2.07 POUR CLEANSING SOLUTION OVER PAYON BALLS 

( ) 2.08 GRASP PENIS AND HOLD, CLEANSE PENIS ,,^„*e 

( ) 2.09 RETRACT FORESKIN AND HOLD BACK IF PRESENT; DRAW PENIS 

FORWARD AND UPWARD 

( ) 2.10 INSERT CATHETER AND ALLOW BLADDER TO DRAIN 

( ) 2.11 INFLATE BALLOON 

( ) 2.12 WITHDRAW CATHETER 

( ) 2.13 EASE FORESKIN BACK INTO PLACE 

( ) 2.14 ATTACH DRAINAGE TUBING AND PIN TUBING 

(I 2.15 ATTACH DRAINAGE BAG 

( ) 2.16 DISPOSE OF USED EQUIPMENT 

( ) 2.17 CHART INFORMATION „ *• 

u 



1.00 EXTENT 



GENERAL STATEME NT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
( r 3761 MALE PROPERLY CATHETERIZED WIT H FOLEY CATHETEHTO 

APPROVAL OF PANEL OF REGISTERED NURSES. JO BE COM- 
PLETED WITHIN 15 MINUTES WITH EACH STEP OF PROCEDURE 
JUDGED AS SATISFACTORY OR UNSATISFACTORY. 



TT 
( ) 

( ) 
( ) 
( ) 
( ) 
C ) 



( ) 

( ) 

( ) 

( )• 

( ) 

( ) 

( ) 

( ) 



3.02 

3.03 
3.04 
3.05 
3.06 
3.07 
3.08 



( ) 3.09 



3.10 
3.11 

3.12 
3 • X 3 
3.14 
3.15 
3.16 
3.17 



PATIENT ON BACK WITH THIGHS SLIGHTLY AfAKT 
TPJVY PLACED SO IT WILL NOT FALL OFF BED „«„«„^h 
DPAPE PLACED ABSORBENT SIDE UP, ONLY PLASTIC SIDE TOUCHEI 
GLOVES UNCONTAMINATED 
CATHETER LUBRICATED 4 TO 5 INCHES 
EAYON BALLS WET WITH CLEANSING SGLUTMN 
PENIS HELD WITH ONE HAND AND CLEANSED, STARTING WITH 

MEATUS AND WORKING OUTWARD 
CLEANSED AREA UNCONTAMINATED BY FORESKIN, PENIS 

SLIGHTLY STRETCHED 
CATHETER GENTLY INSERTED ABOUT 7" OR UNTIL URINE FLOWS 
BALLOON INFLATED SLOWLY WITH PRE-FILLED SYRINGE - 

CATHETER WELL INTO BLADDER BEFORE INFLATING 
CATHETER GENTLY WITHDRAWN UNTIL RESISTANCE IS PELT 
FORESKIN EASED BACK INTO PLACE . 
TUBING ATTACHED OVER PATIENT'S LEG, SECURELY PINNED TO Bl 
BAG ATTACHED TO SIDE OF BED 
EQUIPMENT PROPERLY DISPOSED OF 

CORRECT INFORMATION CHARTED" INCLUDING TIME, AMOUNT 
AND CHARACTER OF URINE 



T-114 



17 o 



MISOE NO. 



PROGRAM PRACTICAL NURSING 
USOE CODE NO{S) ~~~~~ 



DIVISION 08' ELIMINATION 
UNIT ' 02 CATHETERIZATION 
TERMOB NO. 02-042 



1. 00 CONDITION 



2.00 PEfeFORI^CE 

GENERAL STATEMENT OF PERFORMANCE AND^ RESULTING OUTCOME 



3.00 EXTENT 



GENERAL STATEMENT O F EXTENT AND EXTENT OF RESULTING OUTCOME 

' ^ : ' ' I 



ERIC 




MISOE NO. 



180 



PROGRAM PRACTICAL NURSING 



IHVIEiON 08 I-U.IMINATIUN 
UNIT 02 C ATHETE HI Z AT I ON" 

TERMOB NO. 02-043 



1.00 CONDITION 



( ) 
( ) 

( ) 
( ) 



( ) 
( ) 
( ) 



1.01 
1.02 

1.03 
1.04 



1.05 
1.06 
1.07 



PATIENT 

NEOSPORIN G.U. IRRIGANT - ONE AMPULE (1 CC.=40 MG.) 

IN 1000 CC. FLUID 
SUBY'S SOLUTION 

STERILE CATHETERIZATION SET CONTAINING: 
(A> DRAPES (E) ZEPHIRIN CLEANSING SOLUTION 

(B) GLOVES (F) PRE-FILLED SYRINGE WITH 

(C) LUBRICANT STERILE WATER 

(D) COTTON BALLS (G) TUBING AND DRAINAGE BAG 
STERILE THREE-WAY FOLEY CATHETER (C . S . R. ) 
STERILE NEEDLE, 

IRRIGATING SOLUTION, MEDICATION AND TUBING FOR 
SOLUTION BOTTLES 



2.00 PERFORMANCE 



GENERA L STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 

fj JTJfl IRRIGATE PATIENT EMPLOYING THE FOLLOWING PROCEDURE : 



XI 27172 PREPARE STERILE IRRIGATING SOLUTION WITH MEDICATION 

AND ATTACH TO TUBING (STERILE) 
( ) 2.03 OPEN CATHETERIZATION SET 

( ) 2.04 OPEN THREE-WAY STERILE FOLEY AND PLACE ON STERILE FIELD 
\ ) 2.05 PLACE. STERILE NEEDLE ON STERILE FIELD 
( )' 2.06 CATHEt'ERIZE PATIENT 

( ) 2.07 INSEier PRE-FILLED SYRINGE INTO INFLATION LUMEN 
( ) 2.0 8 ATTi^CH PREPARED IRRIGATION SOLUTION WITH MEDICATION 
( ) 2.09 ATTACH OUTELOW LUMEN OF THREE-WAY FOLEY TO COLLECT- 
ING "BAG , 
( ) 2.10 ADJUSTePLOW RATE ' 



3.00 EXTENT 



ERIC 



GENERAL STATEMENT? EXTE NT AND EXTENT OF RESULTING OUTCOME 



n 3701 



TToT 
3*03 
3.04 
3.05 
3.06 



PATIENT^ '^THETERI ZED AND IRRIGATED TO APPROVAL OF 
PANEL OPSreGISTERED NURSES. TO BE COMPLETED WITHIN 
15 minute! WITH EACH STEP OF PROCEDURE JUDGED AS 
SATISFACTORY OR UNSATISFACTORY. 



SOLUTION PROPERLY PREPARED WITHOUT CONTAMINATION 
CATHETERIZATION SET OPENED 
FOLEY UNCONTAMINATED / 
NEEDLE UNCONTAMINATED ••- 

PATIENT PROPERLY CATHETER! ZED WITH FOLEY CATHETER 



( ) 1.02 



) 



( ) 
( ) 
( ) 



1.03 
1.04 



1.05 
1.06 
1.07 



NEOSPORIN G.U. IRRIGANT - ONE AMPULE (1 CC.=40 MG.) 

IN 1000 CC. FLUID 
SUBY'S SOLUTION 

STERILE CATHETERIZATION SET CONTAINING; 

(A) DftAPES (E) ZEPHIRIN CLEANSING SOLUTION 

(B) GLOVES (F) PRE-FILLED SYRINGE WTTN 

(C) LUBRICANT STERILE WATER ( 

(D) COTTON BALLS (G) TUBING AND DRAIJJA6E BAG 
STERILE THREE-WAY FOLEY CATHETER (C.S.R.% 
STERILE NEEDLE 

IRRIGATING SOLUTION, MEDICATION AND TUBING FOR 
SOLUTION BOTTLES 



2 . 0.0 . PERFORMANCE 



GENERAL ST ATEMENT OF PERFORMANCE AND RESULTING OUTCOME 

( ) l.dl IRRIGATE PATIENT EMPLOYING THE FOLLOWING PROCEDURE : 



( ) 

( ) 

( ) 

C ) 

( ) 

( ) 

( ) 



7— J 2TTJ^ PREPARE STERILE IRRIGATING SOLUTION WITH MEDICATION 

AND ATTACH TO, TUBING (STERILE) ' 

2.03 OPEN CATHETERIZATION SET 

2.04 OPEN THREE-WAY STERILE FOLEY AND PLACE ON STERILE FIELD 

2.05 PLACE STERILE NEEDLE ON STERILE FIELD 

2.06 CATHETERIZE PATIENT 

2.07 INSERT PRE-FILLED SYRINGE INTO INFLATION LUMEN 
2.0 8 ATTACH PREPARED IRRIGATION SOLUTION WITH MEDICATION 
2.09 ATTACH OUTFLOW LUMEN OF THREE-WAY FOLEY TO COLLECT- , 

ING .BAG 
( ) 2.10 ADJUST FLOW RATE 



3.00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME ^ 

T-) 3 01 PATIENT CATHETERIZED AND IRRIGATED TO APPROVAL qjF o 

PANEL OF REGISTERED^ NURSES. TO BE COMPLETED WITHIN 
15 MINUTES WITH EActtsSTEpj Of PROCEDURE JUDGED AS 
SATISFACTORY OR UNSATrSFACTORY. 



-TTOl. SOLUTION PROPERLY PREPARED WITHOUT CONTAMINATION 

3.03 CATHETERIZATION SET OPENED 

3.04 FOLEY UNCONTAMINATED 

3.05 NEEDLE UNCONTAMINATED 

.3.06 PATIENT PROPERLY CATHETERIZED WITH FOLEY CATHETER 
3! 07 PRE-FILLED SYRINGE INSERTED INTO LUMEN 
3.08 PREPARED IRRIGATION SOLUTION ATTACHED SECURELY TO 
INFLOW LUMEN OF THREE-WAY FOLEY 
( ) 3.09 OUTFLOW LUMEN OF THREE-WAY FOLEY ATTACHED SECURELY 

TO COLLECTING BAG 
( ) 3.10 FLOW RATE SHOULD BE AT SLOW DRIP TO DELIVER 1000 CC. 

. IN 2 4 HOURS (40 GC. PER HOUR OR ABOUT 20 GTTS. 

PER MINUTE) » ^' 



TT 
( ) 
( ) 
( ) 
( ) 
( ) 
( ) 



181 



7/74 



ERIC 



T-116 



MISOE NO. 



PROGRAM PPACTICAL NURSING 



USOE CODE NO(S); 



1«00 CONDIS'ION 



DIVISION 08 ELIMINATION 
UNIT 02 CATHETERIZATION 

TERMOB NO. ' 



0a^043 



2i^00 PERFORMANCE 



dENERAL STATEMENT OF PEREO: 



AND RESULTING OUTCOME 



3.00 EXTEI^T 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 




MISOE NO. , . 

PROGRAM PRACTICAL NURSING ] DIVISION 0 8 ELIMINATION 



UNIT 03 IRRIGATION 



TERMOB NO* 02-044 



1.00 CONDITION 



1.01 
1.02 
1.03 
1.04 
1.05 



PATIENT CATHETERIZED WITH FOLEY CATHETER 

STERILE IRRIGATING SET " \ 

SALINE SOLUTION 

STERILE GAUZE, 4X4 SQUARE 

ALCOHOL SPONGE 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 
( ) 2.01 — IRRIGATE FOLEY CATHETER EMPLOYING THE FOLI/JWING 
PROCEDURE: " 



"T"! rr02 PLACE EMESIS BASIN 

( ) 2.03 DISCONNECT CATHETER 

( ) 2.04 PIN DRAINAGE TUBING * 

( ) 2.05 *DRAW UP SOLUTION 

( ) 2.06 CONNECT SYRINGES TO CATHETER AND INJECT SOLUTION 

INTO BLADDER , „„^„„ 

( ) 2.07 DISCONNECT SYRINGE FROM CATHETER AND ALLOW SOLUTION 

TO FLOW OUT 
( ) 2.08 REPEAT PROCEDURE AS NECESSARY 

( k 2.09 WIPE OFF END OF CATHETER AN^ CONNECTING TUBING 
( ) Z.IO RECONNECT CATHETER I 



3-00 ' EXTENT 



GENERAL ST ATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

7— J J7I)I FOLEY CATHETER PROPERLY IRRIGATED TO APPROVAL OF 

PANEL OF REGISTERED NURSES. TO BE COMPLETED WITHIN 
60 MINUTES WITH EACH STEP OF PROCEDURE JUDGED AS 
SATISFACTORY OR UNSATISFACTORY. 



ERIC 



TT 
( ) 
( ) 
( ) 



I ) 
( ) 
( ) 
( ) 
( ) 



3.03 
3.04 
3.05 



3.06 
3.07 
3.08 
3.09 
3.10 



EMESIS BASIN PROB^Y PLACED UNDER END. OF CATHETER 
CATHETER DISCONNECTED FROM GLASS CONNECTING TUBE 
TUBING PINNED ON STERILE. GAUZE TO SIDE OF BED 
SOLUTION .DRAWN UP WITH CATHETER IN LEFT HAND AND BULB 

SYRINGE IN RIGHT HAND - 15 TO 30 CC. OF SOLUTION 

DRAWN UP AT A "JIME 
SOLUTION INJECTED WITH SLIGHT, EVEN PRESSURE 
SOLUTION FLOWS OUT AND IS NOT SIPHONED BACK 
PROCEDURE REPEATED UNTIL PLOW IS CLEAR AND RUNNING FREE 
END AND TUBING VltLL SPONGED WITH ALCOHOL SPONGE * r, 
CATHETER RECONNECTED TO GLASS CONNECTING TUBE -^-OO 



mm 



PROGRAM PRACTICAL NURSING 
VSOE CODE NO(S) — 



1.00 CONDITION 



2.00 PERFORMANCE 



MISOE NO. 



DIVISION 08 ELIMINATION 
UNIT 



03 IRRIGATION 



TERMOB NO. n^-niA 



GENERAL STATEMENT OF Pl^RFORMANCE AND RESULTING OUTCOME 



\ 



3.00 EXTENT 




r 



GENERAL STATEMENT OF -EXTENT AND EXTENT OF RESULTING OUTCOME 



184 



o 

ERIC 



MISOE NO. 



PROGRAM 



DIVISION 08 
UNIT 0 3 

TERMOB NO. 



ELIMINATION 



IRRIGATION 



02-045 



1.00 CONDITION 



1.01 PATIENT WITH COLOSTOMY 

1.02 BED PROTECTOR 

1.03 SMALL RECTAL TUBE 

1.04 LUBRICANT 

1.05 BASIN FOR RETURNS 

1.06 BEDPAN 

1.07 IRRIGATING CAN AND POLE 

1.08 SOLUTION (AS ORDERED) 

1.09 DRESSING PACK 

1.10 CHART 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 
Tl JTOl PERFORM A COLOSTOMY IRRIGATION EMPLOYING THE 
FOLLOWING PROCEDURE: 



2.02 DRAPE' PATIENT AND PLACE BED PROTECTOR IN PLACE 

2.03 TURN PATIENT ON AFFECTED SIDE ^ 

2.04 INSERT RECTAL TUBE AND ALLOW SOME SOLUTION TO RUN IN 

2.05 FURTHER INSERT RECTAL TUBE 

2.06 HANG SOLUTION ABOVE COLOSTOMY OPENING 

2.07 CLAMP TUBE AND WITHDRAW 

2.08 ALLOW EVACUATION OF BOWEL INTO LARGE BASIN; EMPTY 

BASIN AS NECESSARY 

2.09 CLEANSE PATIENT AND APPLY FRESH DRESSING 

2.10 CHECK AND CHART THE CONDITION OF SKIN AROUND COLOSTOMY 



3.00 EXTENT 




GENERAL. STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
TT 3T0l COLOSTOMY IRRIGATION PROPERLY PERFORMED TO APPROVAL 

OF PANEL OF REGISTERED NURSES. TO BE COMPLETED WITH- 
IN 20 MINUTES WITH EACH STEP OE PROCEDURE JUDGED AS 
SATISFACTORY OR UNSATISFACTORY. 



3.03 
3.04 
3.05 
3.06 
3.07 
3.08 



PATIENT PROPERLY DRAPED AND BED WELL PROTECTED 
PILLOW AT PATIENT'S BACK 

TUBE INSERTED WITH ROTATING MOTION 2-3 INCHES 

TUBE INSERTED 6-8 INCHES AFTER SOME SOLUTION HAS RUN IN 

NO MORE THAN 2 FEET ABOVE OPENING 

TUBE WITHDRAWN SLOWLY WHEN REQUIRED AMOUNT GIVEN 

BASIN EMPTIED INTO BEDPAN AS NECESSARY 

TTMP At.T/^n VnXi VV.n4jXiVL.nV PTJTTn PPTnp rrn 



) 1.02 BED PBOTECTOR 

) 1.03 SMALL RECTAL TUBE 

) 1.04 LUBRICANT 

) 1.05 BASIN FOR RETURNS 

) 1.06 BEDPAN 

) 1.07 IRRIGATING CAN AND POLE 

) 1.0 8 SOLUTION (AS ORDERED) 

) 1.09 DRESSING PACK 

) 1.10 CHART 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 
( ) 2.01 PERFORM A COLOSTOMY IRRIGATION EMPLOYING THE 
FOLLOWING PROCEDURE: 



2.02 
2.03 
2.04 
2.05 
2.06 
2.07 
2.08 

2.09 
2.10 



DRAPE PATIENT AMD PLACE BED PROTECTOR IN PLACE 
TURN PATIENT ON' AFFECTED SIDE 

INSERT RECTAL TUBE AND ALLOW SOME SOLUTION TO RUN IN 

FURTHER INSERT RECTAL TUBE , 

HANG SOLUTION ABOVE COLOSTOMY OPENING 

CLAMP TUBE AND WITHDRAW 

ALLOW EVACUATION OF BOWEL INTO LARGE BASIN; EMPTY 

BASIN AS NECESSARY 
CLE7\NSE PATIENT AND APPLY FRESH DRESSING 
CHECK AND CHART THE CONDITION OF SKIN AROUND COLOSTOMY 



3.00 EXTENT 



GEN ERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

J-) 370l COLOSTOMY IRRIGATION PROPERLY PERFORMED TO APPROVAL 

OF PANEL OF REGISTERED NURSES. TO BE COMPLETED WITH- 
IN 20 MINUTES WITH EACH STEP OF PROCEDURE JUDGED AS 
SATISFACTORY OR UNSATISFACTORY. 



3.03 
3.04 
3.05 
3.06 
3.07 
3.08 
3.09 



( ) 3.10 



PATIENT PROPERLY DRAPED AND BED WELL PROTECTED I 
PILLOW AT PATIENT'S BACK 

TUBE INSERTED WITH ROTATING MOTION 2-3 INCHES 

TUBE INSERTED 6-8 INCHES AFTER SOME SOLUTION HAS RUN IN 

NO MORE THAN 2 FEET ABOVE OPENING 

TUBE WITHDRAWN SLOWLY WHEN REQUIRED AMOUNT GIVEN 

BASIN EMPTIED INTO BEDPAN AS NECESSARY 

AMPLE TIME ALLOWED FOR RETURN OF FLUID PRIOR TO 

CLEANSING OF AREA; AREA WELL CLEANED 
CORRECT INFORMATION RECCIRDED ACCORDING TO RULES FOR 

CHARTING 

18G 
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T-120 



MlSOE NO. 



PROGRAM PRACTICAL NURSING DIVISION 08 ELIMINATION 

USOE CODE NO(S) UNIT 03 IRRIGATXUW 

' — — ~~ TERMOB NO. 02-045 



1*00 CONDITION 



/ 

2.00 PERFORMANCE ^ > 

GENERAL STATEMENT OF PEfcoRMANCE AND RESULTING OUTCOME 



3,00 EXTENT 

. ■ • \ '''' 

• GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
' ' 187 



MISOE NO. 



V 

18b 



PROGRAM pPAHTTCAL NURSING 



DIVISION 08 ELIMINATION 
UNIT 0 4 ENEMA 



TERMOB NO. 02-^046 



1.00 CONDITION 



1.01 MEDICAL MANNEQUIN 

1.02 STUDENT 
K03 PATIENT 

1.04 FLEET ENEMA 

1.05 NEWSPAPER OR PAPER TOWELS 

1.06 BEDPAN WITH COVER 

1.07 TOILET TISSUE « 

1.08 CHART 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 

-p5 — GIVE FLEET ENEMA EMPLOYING THE FOLLOWING PROCEDURE : 



XT2 WASH HANDS • ^ -w . 

2.03 ASSEMBLE EQUIPMENT 

2.04 FOLD LINEN TO jPOOT OF BED AND COVER PATIENT 

2.05 PLACE PROTEq?!IVE, RUBBER AND BED PAD UNDER PATIENT 
2.06. PLACE PATIEliT IN SIM'S POSITION 

2.07 PLACE BEDPAI^ AT FOOT OF BED 

2.08 REMOVE CAP EROM FLEET PREPARATION AND DISCARD 

2.09 INSERT RECTAL TIP INTO RECTUM 

2.10 ROLL BOTTOM OF FLEET PREPARATION TOWARD TIP 

2.11 REMOVE TIP FROM RECTUM AND DISCARD, PLACE PATIENT ON 

BEDPAN , 

2.12 RETURN TO PATIENT WHEN SIGNALED AND ASSIST WITH TOILET 

TISSUE WHEN NECESSARY; REMOVE BEDPAN 

2.-13 GIVE PATIENT OPPORTUNITY TO WASH HANDS 

2.14 REMOVE PROTECTIVE RUBBER AND SHEET, REPLACE BEpCLOTHES 
. ' AND REMOVE BATH BLANKET 

2.15 MAKE PATIENT COMFORTABLE 

2.16 CHART 'INFORMATION 



3.00 EXTENT 



ERIC 



J 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

7-5 570l — FLEET ENEMA PROPERLY ADMINISTERED TO APPROVAL OF PANEL 

OF REGISTERED NURSES. TO BE COMPLETED WITHIN BO-MINUffES 
WITH EACH STEP OF PROCEDURE JUDGED AS SATISFACTORY OR 
UNSATISFACTORY. 



TT 3.02 THOROUGHLY 

() 3.03 ALL NECESSARY EQUIPMENT ASSElffiI£D 



iiiMil 



) 1.02 STUDENT 

) 1.03 PATIENT 

) 1.04 FLEET ENEMA 

) 1.05 NEWSPAPER OR PAPER TOWELS 

) 1.06 BEDPAN WITH COVER 

) 1.07 TOILET TISSUE 

) 1.0 8 CHART 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 

7-5 2753^ GIVE FLEET ENEMA EMPLOYING THE FOLLOWING PROCEDURE : 



2.02 WASH HANDS 

2.0 3 ASSEMBLE EQUIPMENT 

2.04 FOLD LINEN TO FOOT OF BED AND COVER PATIENT 

2.05 PLACE PROTECTIVE RUBBER AND BEDI PAD UNDER PATIENT 

2.06 PLACE PATIENT IN SIM'S POSITION 

2.07 PLACE BEDPAN AT FOOT OF BED | 

2.0 8 REMO'ii^ CAP FROM FLEET PREPARATIjON AND DISCARD 

2.09 INSERT RECTAL TIP INTO RECTUM | 

2.10 ROLL BOTTOM OF FLEET PREPARATIQN TOWARD TIP 

2.11 REMOVE TIP FROM RECTUM AND DIS(^ARD, PLACE PATIENT ON 

BEDPAN I 

2.12 RETURN TO t>ATlENT WHEN SiGNALEJ AND ASSIST WITH TOILET 

TISSUE WHEN NECESSARY; REMOVE BEDFAN 

2.13 GIVE PATIENT OPPORTUNITY TO WASH HANDS 

2.14 REMOVE PROTECTIVE RUBBER AND sjiEET, REPLACE BEDCLOTHES 

AND REMOVE BATH BLANKET 

2.15 MAKE PATIENT COMFORTABLE! 

2.16 CHART INFORMATION 



3.00 EXTENT 



1 

GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 


( ) 3.01 FLEET ENEMA PROPERLY ADMINISI 
OF. REGISTERED NURSES. TO BE 
WITH EACH STEP OF PROCEDURE J 
UNSATISFACTORY. 


CERED TO APPROVAL OF PANEL 
COMPLETED WITHIN 30 MINUTES 
JUDGED AS SATISFACTORY OR 




3.03 
3.04 



3.. 
3. 
3. 
3. 
3. 
3. 
3. 
3. 
3. 
3. 
3. 
3. 



05 
06 
07 
08 
09 
10 
11 
12 
13 
14 
15 
16 



ALL NECESSARY EQUIPMENT ASSEBilBLED 
LINEN FAN FOLDED, PATIENT COVERED WITH BATH BLANKET 
BED WELL PROTECTED 

LEFT SIDE AND CHEST WITH RIGHT KNEE AND THIGN DRAWN UP 
BEDPAN NOT BALANCED PRECARIQfUSLY 
CAP DISCARDED ON NEWSPAPER 
TIP INSERTED 3 TO 4 INCHES 

PREPARATION ROLLED SLOWLY, ALL PREPARATION UTILIZED 
PATIENT SECURE, TIP DISCARDED PN NfWSPAPER/PAPER TOWELS 
PROMPT RETURN UPON SIGNAL I 

PATIENT ENCOURAGED IF RBLUCfPANT 7/74 
BED TIDY I 
PATIENT COMFORTABLE ' 

CORREC* INFORMATION INCLUDING TIME, AMOUNT, RESULTS AND 
At*Y UNTOWARD REACTIONS | 

■,'saI IBu 

T-122 



MISOE NO. 



PROGRAM PRACTICAL NURSING 
•JSOE CODE NO(S) ~ ~ 



DIVISION 08 ELIMINJt^TION 
UNIT 04 ENEMA 

TERMOB NO. 



1.00 CONDITION 



2.00 PERFORMANCE 

GENE RA" ^ OF PERFORMANCE AND RESULTING OUTCOME 



3.00 EXTENT 

GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

ERLC 



MISOE NO 



PROGRAM PRACTICAli NURSING 



DIVISION 08- ELIMINATION 
UNIT ' 04 ENEMA 
TERMOB NO. 02^047 



1.00 CONDITION 



1.01 
1.02 
1.03 
1.04 
1-05 

1.06 
1.07 
1.08 
1.09 
1.10 



MEDICAL MANNEQUIN 

STUDENT 

PATIENT 

SOLUTION AS ORDERED eonTT 
TRAY WITH COVER CONTAINING 500 CC. GRADUATE, SMALL 

RENTAL TUBE #22, FUNNEL, LUBRICANT AND EMESIS BASIN 
BED PROTECTOR 

TOILET TISSUE • . 

BED PAD ^ 
BEDPAN AND COVER " 
CHART 



2.00 PERFORMANCE 



r,BM RPAT. STATEMENT OF PER FORMANCE AND R^ffULTING OUTCOME 
7^2. 01 GIVE A RETENTION ENE MA EMPLOYING THE FOLLOWING 
PROCEDURE: 



WASH HANDS 

2 03 ASSEMBLE EQUIPMENT AND PREPARE SOLUTION 
2:04 SCREEN PATIENT, -EXPLAIN PROCEDURE; FOLD DOWN LINEiJ, 
COVE R PAT XENT 

2 05 PLACE PROTECTIVE RUBBER AND BED PAD UNDER PATIENT 
2*. 06 PLACE PATIENT IN PROPER POSITION 
2 07 ATTACH RECTAL TUBE TO FUNNEL AND LUBRICATE 
J 08 POUR SO^ SOLUTION INTO FUNNEL AND A^LOW A FEW DROPS 
TO RUN THROUGH; PINCH OFF TUBE 
-) no qpPARATE BUTTOCKS AND INSERT PilCTAL TUBE 
2*?0 HOlS^UNNEL ABOVE RECTUM AND ALLOW SOLUTION TO RON IN 
2*11 PINCH TUBE, REMOVE AND DISCARD ^^.,wnx«vT 
2 12 ENCOURAGE PATIENT TO REMAIN QUIET AND TO RETAIN SOLUTION 

2*. 13 EXERT PRESSURE AGAINST RECTUM 

-5 1 4 MaTfP" PATIENT COMFORTABLE AND STRAIGHTEN BED 
2*15 SvE EQUIPMENT^TO UTILITY ROOM; WASH FUNNEL AND TUBING 
WIT^SOAP^DxWATER, RINSE, DRY AND REPLACE IN TRAY 
{ ) '2.16 CHART INFORMATION ^ 

JL c7 JL 



ERIC 



mm 



mm 



9 



MISOE NO. 



PROGRAM PRACTTCAI, NORSING 
USOE CODE NO(S) 



l.qO CXJNDITION 



2.00 PERFORMANCE 



DIVISION 08 RT.TMTMATTfiW 
* - 

UNIT 



04 .KNKMA 



TERMOB NO. ' A'?^Q47 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



ERIC 



MisoE nb. 



PROGRAM PRACTICAL NURSING 



DIVISION 08 ELIMINATION 
UNIT 04 ENEMA 

TERMOB NO. 



02-047 (CONT.) 



3.00 EXTENT 



GENERAL S TATEMENT OF EXTENT AND EXTENT OF RESUL TING OUTCOME 

-7— J RETENTION ENEMA, VOLUME 250 CO OR LES&r^^IVEN SLOWLY 

AT PROPER TEMPERATURE TO APPROVAL OF PANEL OF REG- 
ISTERED NURSES. TO BE COMPLETED WITHIN 30 MINUTES 
WITH EACH STEP OF PROCEDURE JUDGED AS\SATISFACTORY 
OR UNSATISFACTORY. 



3.03 
3.04 



3.05 
3.06 



3.07 
3.08 
3.09 
.3.10 

3.11 

3.12 
3.13 
3.14 
3.15 
3.16 



THOROUGHLY 

SOLUTION PREPARED AS ORDERED 

PATIENT PROPERLY SCREENED AND COVERED, EXPLANATION 
SIMPLE, CORRECT AND AUDIBLE; LINEN FOLDED TO FOOT 
OF BED 

BED WELL PROTECTED 

PATIENT ON LEFT SIDE AND CHEST WITH RIGHT KNEE AND 
THIGH DRAWN UP (SIM'S) OR IF NECESSARY, PATIENT 
-ON BACK WITH KNEES BENT , FEET FLAT ON BED 
.ATTACHED SECURELY, LUBRICATED WELL 
ALL AIR EXPELLED; TUBE TIGHTLY PINCHED OFF 
TUBE INSERTED 3 TO 4 INCHES 

FUNNEL 5 INCHES ABOVE RECTUM AND AT LEAST HALF FULL 
THROUGHOUT PROCEDURE; SOLUTION RUNNING IN SLOWLY 

TUBE SECURELY PINCHED, REMOVED QUICKLY, WRAPPED IN 
TOILET TISSUE AND PLACED IN EMESIS BASIN 

ENCpURAGEMENT POLITE AND AUDIBLE 

SLIGHT PRESSURE WITH TOILET TISSUE 

BED NEAT 

EQUIPMENT PROPERLY CARED FOR 

CORRECT INPW^TION CHARTED INCLUDING TYPE OF ENEMA, 
SOLUTION ORDERED, AMOUNT AND SIGNATURE 



19b 



o 

ERIC 
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MISOE N0« 

PROGRAM PRACTICAL NURSING 4. DIVISION 08 ELIMINATION 
USOE CODE NO(S) '. ~" UNIT 04 ENEMA ' 

' TERMOBJNO. 02-047 (CONT.J" 

3.00 EXTENT 

GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 



\ 

I 



/ 

194 



ERLC 
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t 



MISOE NO. * 

^ROGRi^ PRACTICAL NURSING ' DIVISION 08 KT.TMTMaTTOKT 



UNIT 04 ENEMA 



TERMOB NO. Q2-Q48 



1.00 CONDITION 



( ) 1.01 MEDICAL MANNEQUIN 

( ) 1.02 STUDENT 

( ) 1.03 PATIENT 

( ) 1.04 TRAY WITH COVER CONTAINING DISPOSABLE ENEMA SET, 

IRRIGATING CAN WITH TUBING AND CLAMP, PLASTIC OR 
GLASS CONNECTOR, AND A CURVED BASIN 

( ) 1.05 LUBRICANT 

( ) 1.06 RECTAL TUBE 

( ) 1.07 RUBBER BED PROTECTOR 

( ) 1.08 BED PAD 

( ) 1.09 TOILET TISSUE 

( ) 1.10 BEDPAN AND COVER ' 

( ) 1.11 BATH BLANKET 

( ) 1.12 CHART 



2.00 PERFORMANCE 



ERIC 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 
7— J JToi GIVE A CLEANSING (EVACUATING) ENEMA EMPLOYING THE 
FOLLOWING PROCEDURE: 




PARTICLES 



W INTO 



2.02 IDENTIFY PATIENT, SCREEN AND EXPLAIN PROCEDURE 

2.03 APPLY BATH BLANKET AND FOLD DOWN TOP BED LINEN 

2.04 PLACE RUBBER PROTECTOR, BEDPAD UNDER PATIENT'S BUTTOCKS 

2.05 PLACE PATIENT IN SIM'S POSITION 

2.06 ASSEMBLE EQUIPMENT 

2.07 CLOSE CLAMP, ATTACH RECTAL TUBE 

2.08 PLACE LUBRICANT ON TOILET TISSUE 

2.09 MEASURE WAtER AT 105-107** F. AND PREPARE DESIRED SOLUTION 

-IF SOAP SOLUTION IS USED, REMOVE FOAM 

2.10 COVER TRAY AND CARRY EQUIPMENT TO BEDSI| 

2.11 PLACE BEDPAN ON CHAIR 

2.12 LUBRICATE RECTAL TUBE 

2.13 OPEN CLAMP, RAISE CAN AND ALLOW SOLUTIOl 

BASIN; CLAMP TUBING 

2.14 EXPOSE ANUS 

2.15 EXPLAIN TO PATIENT WHAT IS BEING DONE AND INSERT TUBE 

2.16 HOLb CAN ABOVE BUTTOCKS AND ALLOW A SMALL AMOUNT OF 

SOLUTION TO RUN IN 

2.17 INSERT RECTAL TUBE 2. MORE INCHES AND RAISE CAN TO A 

LEVEL OP ABOUT 18 INCHES 

2.18 ALLOW SOLUTION TO RUN IN, CLAMPING OFF BEFORE CAN IS 

ENTIRELY EMPTY ^ 

2.19 CLAMP TUBING, REMOVE RECTAL TUBE? ENCOURAGE PATIENT TO 

RETAIN A FEW MINUTES 
.2.20 ASSIST PATIENT TO TURN AND PLACE ON BEDPAN 
2.21 ELEVATE BACK REST. 



( ) 
( ) 
( ) 
( ) 
( ) 



1.02 
1.03 
1.04 



1.05 
1.06 
1.07 
1.08 
1.09 
1.10 
1.11 
1.12 



STUDENT 
PATIENT 

TRAY WITH COVER CONTAINING DISPOSABLE ENEMA SET, 
IRRIGATING CAN WITH TUBING AND CLAMP, PLASTIC OR 
GLASS CONNECTOR, AND A CURVED BASIN 

LUBRICANT 

RECTAL TUBE 

RUBBER BED PROTECTOR 

BED PAD 

TOILET TISSUE 

BEDPAN AND COVER 

BATH BLANKET 

CHART 



2.00 . PERFORMANCE 



GENERAL ST ATEMggH? OF PERFORMANCE AND RESULTING OUTCOME 
Tl 2751 GIT^ A CLEANSING (EVACUATING) ENEMA EMPLOYING THE 
FOLLOWING PROCEDURE : 



ERIC 



2.02 IDENTIFY PATIENT, SCREEN AND EXPLAIN PROCEDURE 

2.03 APPLY BATH BLANKET AND FOLD DOWN TOP BED LINEN 

2.04 PLACE RUBBER PROTECTOR, BEDPAD UNDER PATIENT'S BUTTOCKS 

2.05 PLACk PATIENT IN SIM'S POSITION 

2.06 ASSEMBLE EQUIPMENT 

2.07 CLOSE CLAMP, ATTACH RECTAL TUBE 
2.0 8 PLACE LUBRICANT ON TOILET TISSUE 

2.09 MEASURE WATER AT 105-107* F. AND PREPARE DESIRED SOLUTION 

-IF SOAP SOLUTION IS USED^ REMOVE FOAM AND PARTICLES 

2.10 COVER TRAY AND CAJlRY EQUIPMENT TO BEDSIDE 

2.11 PLACE BEDPAN ON CHAIR 

2.12 LUBRICATE RECTAL TUBE 

2.13 OPEN CLAMP, RAISE CAN AND ALLOW SOLUTION TO FLOW INTO 

BASIN; CLAMP TUBING 

2.14 EXPOSE ANUS 

2.15* EXPLAIN TO PATIENT WHAT IS BEING DONE AND INSERT TUBE 

2.16 HOLD CAN ABOVE BUTTOCKS AND ALLOW A SMALL AMOUNT OF 

SOLUTION TO RUN IN 

2.17 INSERT RECTAL TUBE 2. MORE INCHES AND RAISE CAN TO A 

LEVEL OF ABOUT 18 INCHES 

2.18 ALLOW SOLUTION TO RUN IN, CLAMPING OFF BEFORE CAN IS 

ENTIiffiLY EMPTY 

2.19 CLAMP TUBING, REMOVE RECTAL TUBE; ENCOURAGE PATIENT TO 

RETAIN A FEW MINUTES 

2.20 ASSIST PATIENT TO TURN MUD PLACE ON BEDPAN 

2.21 ELEVATE BACK REST 

2.22 PLACE TOILET TISSUE AND SIGNAL LIGHT CONVENIENTLY 

2.23 REMOVE EQUIPMENT TO UTILITY ROOM, CLEANSE AND RETURN 

TO PROPER PLACE 

2.24 RETURN TO PATIENT WHEN SIGNALED AND ASSIST WITH TOILET 

TISSUE WHEN NECESSARY; REMOVE BEDPAN 

2.25 GIVE PATIENT OPPORTUNITY TO WASH HANDS 

2.26 REMOVE PROTECTIVE RUBBER AND SHEET, REPLACE BED LINEN 

AND REMOVE BATH BLANKET » 

2.27 MAKE PATIENT COMFORTABLE 

2.28 CHART INFORMATION \ V74 
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T-128 



I 



MISOE NO. 



PROGRAM PRACTICAL NURSING 
USOE CODE NO(S) 



1. 00 CONDITION 



DIVISION 08 
UNIT 04 
TERMOB NO. 



ELIMINATION 



ENEMA 



02-048 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



V, 



/ 



197 



ERIC 



MISOE NO. 



PROGRAM PRACTICAL NURSING 



DIVISION OS F.T.TMTWaTTnW ^ 

UNIT 



04 T^NTIMA 



TERMOB NO. 02-048 (CONT.) 



3.00 EXTENT 



GENERAL STATEMENT OF gXTENT AND EXTENT OF RESULTING OUTCOME 
Tl 3.01 CLEANSING OR EVACUATING ENEMA GIVEN PROPERLY AND 
NEATLY TO APPROVAL OP PANEL OF REGISTERED NURSES. 
TO BE COMPLETED WITHIN 30 MINUTES WITH EACH STEP 
OP PROCEDURE JUDGED SATISFACTORY OR UNSATISFACTORY. 



ERIC 



( ) 3.05 CORRECT PATIENT COMPLETELY SCREENED; EXPLANATION 
SlMPLil, CORRECT AND. AUDIBLE 

3.03 BED LINEN FAN FOLDED TO FOQ^T OF BED 

3.04 BED WELL PROTECTED 

3.05 PATIENT ON LEFT SIDE AND CHEST WITH RIGHT KNEE AND 
THIGH DRAWN UP 

3.06 ALL NECESSARY EQUIPMENT ASSEMBLED 

3.07 SECURELY 

3.08 SUFFICIENT BUT NOT WASTEFUL QUANTITY 

3.09 WATER AT PROPER TEMPERATURE 

3.10 ALL EQUIPMENT CARRIED TO BEDSIDE 

3.11 AT FOOT OF BED . * 

3.12 WELL LUBRICATED 

3.13 ALL AIR EXPELLED FROM TUBING, CLAMPED SECURELY 

3.14 BY RAISING UPPER BOTTOM 

3.15 EXPLANATION SIMPLE, CORRECT AND AUDIBLE; RECTAL TUBE IN- 
SERTED SLOWLY, -GENTLY 2% PAST INTERNAL SPHINCTER 

3.16 CAN A FEW INCHES ABOVE BUTTOCKS 

3.17 CAN RAISED GRADUALLY 

3.18 SOLUTION ALLOWED TO RUN IN SLOWLY 

3.1ft CLAMPED SECURELY, REMOVED GENTLY; ENCOURAGEMENT POLITE 
AND AUDIBLE 

3.20 PATIENT ASSISTED WITHOUT STRAIN TO NURSE OR PATIENT 

3.21 TO COMFORTABLE POSITION 

3.22 WITHIN REACH OF PATIENT 

3.23 CLEANSED THOROUGHLY 

3.24 PROMPT RETURN UPON SIGNAL 

3.25 PATIENT ENCOURAGED 

3.26 BED NEAT 

3.27 PATIENT COMFORTABLE 

3.28 CORRECT INFORMATION CHARTED INCLUDING TIME, AMOUNT AND 
TYPE OF SOLUTION GIVEN, ANY UNTOWARD REACTION, AND 
OBSERVE AMOUNT, COLOR, CONSISTENCY, FLATUS EXPELLED, 
AND ANY UNUSUAL MATERIAL IN EXPELLED MATTER 
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mmm 



MISOE MO. 



PROGRAM PRACTICAL NURSING 
USOE CODE NO(S) 



DIVISION 08 ELIMINATION 



UNIT 



04 ENEMA 



TERMOB NO. 02-048 ICOHT.) 



3.00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 



19;i 



ERIC 



MISOE NO 



20U 



\ 



PROGRAM PftACTTCAL NURSTWG 



DIVISION 0 8 ELIMINATION 
UNIT 05 RECTAL TUBE 



TERMOB NO, 02-049 



1.00 CONDITION 



1.01^ MEDICAL MANNEQUIN 

1.02 STUDENT 

1.03 PATIENT 

1.04 REgTAL TUBE 

1.05 LUBRICANT 

1.06 SPECIMEN BOTTLE 

1.07 BOTTLE CAP 

1.08 BEDPAN COVER 

1.09 CHART 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 

Xl 2.6l INSERT RECTAL TUBE EMPLOYING THE FOLLOWING PROCEDURE i 



2.03 
2.04 

2.05 
2.06 
2.07 
2.08 
2.09 

2.10 
2.11 
2.12 



< J 2. 13 



WASH HANDS 
ASSEMBLE EQUIPMENT 

MAKE A HOLE IN BOTTLE CAP AND PLACE END OF TUBE THROUGH 

CAP INTO BOTTLE; PUT CAP IN PLACE ON BOTTLE 
SCREEN PATIENT 

EXPLAIN TREATMENT TO PATIENT y 
PLACE PATIENT IN SIM'S POSITIOJJ 
SEPARATE BUTTOCKS, PINCH TUBE AND 
COVER BOTTLE WITH BEDPAN COVER TO 

IN CONTACT WITH SKIN 
REMOVE TUBE 

MAKE PATIENT COMFORTABLE 
RETURN EQUIPMENT TO UTILITY ROOM, 

COLD WATER; WASH WitH SOAP AND HOT WATER; 

SPECIMEN BOTTLE IN DISINFECTANT 
CHART INFORMATION 



INSERT INTO RECTUM 
PREVENT ITS COMING 



CLEAN AND RINSE WITH 
SOAK 



3.00 EXTBST 




GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING J?TCOME 
Tl OI RECTAL TUBE INSERTED PROPERLY TO APPROVAL OF PANEL OF 
REGISTERED NURSES. TO BE COMPLETED WITHIN 5 MINUTES 
WITH fiACH STEP OF PROCEDURE JUDGED AS SATISFACTORY 
OR UNSATISFACTORY. 



( 1^ 3.02 THOROUgHLV 

( ) 3've3 ALL NECESSARY EQUIPMENT ASSEMBLED 
( f 04 TUBE SHOULD BE SECURE m CAP 



■mum 



1.01 MEDICAL MANNEQUIN 

1.02 STUDENT 
a. 03 PATIENT 

1.04 RECTAL TUBE 

1.05 LUBRICANT 

1.06 SPECIMEN BOTTLE 
1.D7 BOTTLE CAP 

1.08 BEDPAN COVER 

1.09 CHART 



00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 

Tl 27X^1 INSERT RECTAL TUBE EMPLOYING THE FOLLOWING PROCEDURE : 



TTTJT 
2.03 
2.04 

2.05 
2.06 
2.07 
2.08 
2.09 

2.10 
2.11 
2.12 



( ) 2.13 



WASH HANDS ' " 

ASSEMBLE EQUIPMENT 

MAKE A HOLE IN BOTTLE CAP AND PLACE END *0F TUBE THROUGH 

CAP INTO BOTTLE; Ptn? CAP IN PLACE ON BOTTLE 
SCREEN PATIENT 

EXPLAIN TREATMENT TO PATIENT 
PLACE PATIENT IN SIM'S POSITION 
SEPARATE BUTTOCKS, PINCH TUBE AND 

COVER TO 



COVER BOTTLE WITH BEDPAN 

IN CONTACT WITH SKIN 
REMOVE TUBE 

MAKE PATIENT COMFORTABLE 

RETURN EQUIPMENT Tp UTILITY ROOM, 
COLD WATER; WASH WITH SOAP AND 
SPECIMEN BOTTLE IN DISINFECTANT 

CHART INFORMATION 



INSERT INTO 
PREVENT ITS 



RECTUM 
COMING 



CLEAN AND RINSE WITH 
HOT WATER; SOAK 



00 EXTENT 



GENBl RAL ST ATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 



TT 



RECTAL TUBE INSERTED PROPERLY TO APPROVAL OF PANEL OF 
REGISTERED NURSES. TO BE COMPLETED WITHIN 5 MINUTES 
WITH EACH STEP OF PROCEDURE JUDGED AS SATISFACTORY 
OR UNSATISFACTORY. 



THOMOSHtV ^ 

ALL NBCESSARY EQUIPMENT ASSEMBLED 
TUBE SHOULD BE SECURE IN CAP 
PATIENT WELL SCREENED 

EXPLANATION SIMPLE, CORRECT AND AUDIBLE 

PATIENT ON LEFT SIDE AND CHEST WITH RIGHT KNEE AND^ 

THIGH DRAWN UP 
GENTLY, 3 TO 4 INCHES 

BOTTLE PLACED SO THAT It IS NOT UNCOMFORTABLE FOR 

PATIENT 
TUBE REMOVED AT PROPER TIME 
PATIENT COMFORTABLE 

ALL NECESSARY EQUIPMENT RETURNED CLEAN, 

SPECIMEN BOTTLE DISINFECTED AND RINSED 
CORRECT INFORMATION CHARTED INCLUDING TIME AND RESULTS 



3.03 
3.04 
3.05 
3.06 
3.07 

3.08 
3.09 

3.10 
3*11 
3.12 



( ) 3.13 
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T-132 



7/74 



MISOE NO. 



PBOGRAM PRACTICAL NURSING 
USOE CODE NO(S) " 



1.00 CONDITION 



DIVISION 08 
UNIT 05 
TERMOB NO. 



ELIMINATION 



RECTAL TUBE 



02-049 



) 



2.00 PERFORMANCE 



GENERAL STATfilffiNT OF PERFORMANCE AND RESULTING OUTCOME 



3.00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
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MISOE NO. 



PROGRAM PRACTICAL NURSING 



DIVISION 09 MEDICAL MEAi^URfiS 
UNIT 01 THROAT IRRIGATION" 

TERMOB NO. 02-0^0 



1.00 CONDITION 



1.01 
1.02 
1.03 
1.04 
1.05 
1.06 
1.07 
1.08 
1.09 
1.10 
1.11 



MEDICAL MANNEQUIN 

STUDENT 

PATIENT 

FACE TOWEL FOLDED AS A CRAVAT AND SAFETY PINS 
KLEENEX 

RUBBER PROTECTORS AND PAD 
DRESSING BASINS 
I.V. POLE 

THROAT IRRIGATING SETUP WITH THERMOMETER 
NEWSPAPER OR BAG 

SOLUTION AS ORDERED (1000-2000 CC. SALINE OR GLUCOSE) 
AT TEMPERATURE 110-115* F. 



2,00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 

( ) 5.01 — IRRIGATE .THE THROAT EMPLOYING THE FOLLOWING PROCEDURE: 



TT 

( ) 

( I 

( ) 

( ) 

( ) 

( ) 



( ) 
( ) 
{ ) 
( ) 



2.02 t>REPARE 2 QdART SOLUTION 

2.03 ATTACH TIP AND SUSPEND IN CAN 

2.04 PLACE CRAVAT AND SECURE , 

2.05 PLACE RUBBER PROTECTOR, PAD AND BASIN ON PATIENT'S LAP 

2.06 HANG IRRIGATION CAN ON I.V. POLE; PLACE TUBING; ALLOW 

SOL.UTION TO FLOW INTO DRESSING BASIN 

2.07 POSITION PATIENT 

2.0 8 INSTRUCT PATIBIit AS FOLLOWS: 

.BREATHE THROUGH NOSE; BEND SLIGHTLY FORWARD FROM 
' WAIST; KEEP CHIN TILTED UPWARD; DO NOT COUGH, 
SWALLOW OR SNEEZE DURING PROCEDURE 
2.09 HOLD TIP OF TUBE DIRECTING SOLUTION OVER INFLAMED AREA 
2 10 POSITION PATIENT * 
2*. 11 STOP • IRRIGATION TO ALLOW PATIENT TO REST AT INTERVALS 
2.12 RETURN EQUIPMENT WITH THERMOMETER 



3.00 EXTENT 




GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

T~) 37751 — THROAT IRRIGATED SAFELY AND PROPERLY TO APPROVAL OF 

PANEL OF REGISTERED NURSES. TO BE COMPLETED WITHIN 
30 MINUTES WITH EACH STEP OF PROCEDURE JUDGED AS 
SATISFACTORY OR UNSATISFACTORY. 



Tl — 3.02 (TEHtfijRATttRE 110-115* F." 



iiiiiMiiiiiiiM 



1.01 MEDICAL MANNEQUIN 

1.02 STUDENT 

1.03 PATIENT 

1.04 FACE TOWEL FOLDED AS A CRAVAT AND SAFETY-PINS 

1.05 KLEENEX * 

1.06 RUBBER PROTECTORS AND PAD 
1.0 7 DRESSING BASINS- " 

1.08 I.V. POLE 

1.09 THROAT IRRIGATING SETUP WITH THERMOMETER 

1.10 NEWSPAPER OR BAG / „.„^«or.x 

1.11 SOLUTION AS ORDERED (1000-2000 CC. SALINE OR GLUCOSE) 

AT TEMPERATURE 110-115° F. 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RE SULTING OUTCOME 

{ ) S.bl — IRRIGATE THE THROAT EMPLOYING THE FOLLOWING PROCEDURE: 



( ) 
( ) 
( ) 
( ) 



2.03 
2.04 
2.05 
2.06 

2.07 
2.08 



2.09 
2.10 
2.11 

4I m 



PRfipAkte 2 QUART? SOLUTION 
ATTACH TIP AND SUSPEND IN CAN 

PLACE CRAVAT AND SECURE r ^« 

PLACE RUBBER PROTECTOR, PAD AND BASIN ON PATIENT'S LAP 

HANG IRRIGATION CAN ON I.V. POLE; PLACE TUBING? ALLOW 
SOLUTION TO FLOW INTO DRESSING BASIN 

POSITION PATIENT 

INSTRUCT PATIENT AS FOLLOWS: 
BREATHE THROUGH NOSE; BEND SLIGHTLY FORWARD FROM 
WAIST; KEEP CHIN TILTED UPWARD; DO NOT COUGH, 
SWALLOW OR SNEEZE DURING PROCEDURE 

HOLD TIP OF TUBE DIRECTING SOLUTION OVER INFLAMED AREA 

POSITION PATIENT 

STOP IRRIGATION TO ALLOW PATIENT TO REST AT INTERVALS 
RETURN EQUIPMENT WITH THERMOMETER 



3.00 EXTENT 



GENERAL STA TEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

7-5 JToI — THROAT IRRIGATED SAFELY AND PROPERLY TO APPRWAL OF 

PANEL OF REGISTERED NURSES.. TO BE COMPLETED WITHIN 
30 MINUTES WITH EACH STEP OF PROCEDURE JUDQED AS 
SATISFACTORY OR UNSATISFACTORY. 



) 


-3.02 


) 


3.03 


) 


3.04 


) 


3.05 


) 


3.06 


) 


3.07 


)* 


3.0 8 


) 


3.09 


) 


3.10 


) 


3.11 


) 


3.12 



ffe^l^'6RAftJRE 110-115** f: 

WITHOUT SPILLS - ^ „„„„ 

CRAVAT COMFORTABLE AROUND NECK, SECURED WITH SAFETY PIN 

PATIENT WELL PROTECTED . ,„ 

LEVEL IN CAN SHOULD BE 12 INCHES ABOVE PATIENT'S MOUTH, 

TUBING ^OVER RIGHT SHOULDER; ALL AIR EXPELLED FROM 

TUBING 

ambulatory should sit in chair, patient shoufco' turn on 

side if unable to sit up • 
instructions polite and audible 
tube held away from back of throat . 
head elevated and chin extended • '''' 

stop to pest ip patient very uncomfortable 
'equipment returned clean 
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PSOGRAM PRACTICAL NURSING 



USOE CODE NO(S)' 



1.00 CONDITION 



MXSOE NO. 



MEDICAL MEASURES 



DIVISION 09 
UNIT 01 TtfRQAT TRRTnATTON 

TERMOB NO. ^ 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



3.00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

205 



ERIC 



MISOE NO. 



206 



PROGRAM PRACTICAL NURSING 



DIVISION 09 MEDICAL MEASURES 

UNIT 02 EYE CARE 

TERMOR NO. ' ' 



02-051 



1.00 CONDITION 



1.01 
1.02 
1.03; 
1.04 
1.05' 
1.06 i 
1.07 
-1.08 ' 



MEDICAL MANNEQUIN 

STUDENT 

PATIENT 

STERILE BULB SYRINGE ' 
sterile" BOWL FOR SOLUTION 
SOLUTION AS PER ORDER 
EMESIS BASIN 

gTTiiRTT.R rOTTOW BALLS 



1.09 RUBBER PROTECTOR AND PAD 

1. 10 \ CHART 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



( 



T 



2.01 IRRIGATE THE EYE EMPLOYING THE FOLLOWING PROCEDURE; 



2.02 WARM SOLUTION 

2.03 dpVER PILLOW 

2.04 TURN PATIENT'S HEAD TO AFFECTED SIDE 

2.05 PLACE EMESIS BASiN TO RECEIVE PLOW 

2.06 HQLD LIDS OPEN 

2.07 FILL SYRINGE FROM BOWL AND DIRECT FLOW FROM INNER 

CANTHUS TO OUTER 

2.08 DRY EYE GENTLY 

2.09 CHART INFORMATION , 



3.00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OE RESULTING OUTCOME 
TT 3.01 EYE 1 IRRIGATED PROPERLY WITH UNCONTAMINATED STERILE 
SOLdTION TO APPROVAL OF PANEL OF REGISTERED NURSES* 
TO BE COMPLETED WITHIN 5 MINUTES WITH EACH STEP OF 
PROCEDURE JUDGED AS SATISFACTORY OR UNSATISFACTORY. 



ERIC 



3.02 
3.03 
3.04 
3.05 
3.06 
3.07 
3.08 



( ) 3.09 



SOLUTION IS NOT TOO HOT 

PILLOW WELL PROTECTED WITH RUBBER PROTECTOR AND PAD 

HEAD SLIGHTLY TURNED 

EMESIS BASIN WILL CATCH. FLOW 

LIDS HELD GENTLY WITH THUMB AND FINGER ' 
FLOW SHOULD BE GENTLE, NOT FORCEFUL " 

WIPING FROM INNER CANTHUS TO OUTER WITH STERILE COTTON 
BALLS ^ 

CORRECT INFORMATION CHARTED INCLUDING TIME, AMOUNT 
AND KIND OF SOLUTION, NATURE OF RETURN FLOW AND 
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1 04 
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( 
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\ 

) 


1 05 


J 


) 


1-06 


V 


\ 

f 


X • V / 


I 


} 


1 0 8 


/ 

V 


} 


1 OQ 
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v 


) 

1 


!• 10 



STERILE BULB SYRINGE 
STERILE BOWL FOR SOLUTION 
SOLUTION AS PER ORDER 
EMESIS BASIN 
STERILE COTTON BALLS 
RUBBER PROTECTOR AND PAD 



2.00 PERFORMANCE 



( 


) 


2. 


01 


( 


) 


2. 


02 


( 


) 


2. 


03 


( 


) 


2. 


04 


( 


)■ 


2. 


05 


( 


) 


2. 


06 


( 


) 


2. 


07 



( ) 09 CHART INFORMATION 



IRRIGATE THE EYE EMPLOYING THE FOLLOWING PROCEDURE 



WARM SOLUTION 
COVER PILLOW 

TURN PATIENT'S HEAD TO AFFECTED SIDE 
PLACE EMESIS BASIN TO RECEIVE FLOW 
HOLD LIDS OPEN 

FILL SYRINGE FROM BOWL AND DIRECT FLOW FROM INNER 
CANTHUS TO OUTER 

2^.0^^ — DRY-EYE-GENTLY" 



3 . 00 EXTENT 



GENER AL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

f-) JTOT EYE IRRIGATED PROPERLY WITH UNCONTAMINATED STERILE 

SOLUTION TO APPROVAL OF PANEL OF REGISTERED NURSES. 
TO BE COMPLETED WITHIN. 5 MINUTES WITH EACH STEP OF 
PROCEDURE JUDGED AS SATISFACTORY OR UNSATISFACTORY, 



") 3.02 SOLUTION IS NOT TOO HOT 

) 3.03 PILLOW WELL PROTECTED WITH RUBBER PROTECTOR AND PAD 
) 3.04 HEAD SLIGHTLY TURNED 
) 3.05 EMESIS BASIN WILL CATCH FLOW 
) 3.06 LIDS HELD GENTLY WITH THUMB AND FINGER 
) 3.07 FLOW SHOULD BE GENTtE, NOT FORCEFUL 

) 3.08 WIPING FROM INNER CANTHUS TO OUTER WITH STERILE COTTON 
BALLS 

( ) 3.09 CORRECT INFORMATION CHARTED INCLUDING TIME, AMOUNT 
AND KIND OF SOLUTION, NATURE OF RETURN FLOW AND 
EFFECT ON PATIENT 

20 r 



7/74 



T-136 



MISOE NO. 



PROGRAM PRACTICAL NURSING 
USOE CODE NO(S) j 



DIVISION 09 
UNIT 02 
TERMOB NO. 



MEDICAL MEASURES 



EYE CARE 



02-051 



1.00 CONDITION 



9 



!.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



LOO EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 



208 



ERIC 



20ii 



MISOE NO. 

PROGRAM .PRACTICAL NURSING 



;il)N 



DIVISION 09 
UNIT 02 
TERMOB NO. 



MEDICAL MEASURES 



EYE CARE 



02-^52 



1.00 CONDITION 



1.01 
1.02 
1.03 
1.04 
1.05 
1.06 
1.07 
1.08 
1.09 



MEDICAL MANNEQUIN 

STUDENT 

PATIENT 

STERILE CQTTON BALLS 
SALINE SOLUTION 
DROPPER 
EYE DRUG 
EYE OINTMENT 

ORDER FOR EYE DRUGS AND OINTMENT 



2,00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 
f~5 JTOl INSTILL EYE DRUG AND EYE OINTMENT EMPLOYING THE 
FOLLOWING PROCEDURE: 



2.02 
2.03 
2.04 
2.05 
2.06 
2.07 
2.0d 
2.09 
2.10 
2.11 
2.12 
2.13 



( ) 2.14 



POSITION PATIENT 
CLEANSE EYELID (S) 

INSTRUCT PATIENT TO OPEN BOTH EYES AND LOOK UP 
SPREAD LIDS APART 

TILT PATIENT'S HEAD AND SUPPORT DROPPER 
INSTILL DRUG 

EXERT PRESSURE OVER LACRIMAL SAC 
WASH OFF EYE LID 

TILT PATIENT'S HEAD AND INSTRUCT HIM TO LOOK UP 

SQUEEZE OINTMENT FROM TUBE 

PULL LOWER LID DOWN AND SPREAD OINTMENT 

INSTRUCT PATIENT TO CLOSE EYES AND ROTATE EYE BALL 

TO SPREAD 
WIPE EXCESS OFF WITH COTTON BALL 



3.00 EXTENT 



ERIC 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
Tl 3.6i EYE DRUG AND EYE OINTMENT PROPERLY INSTILLED WITHOUT 
EXERTING PRESSURE ON THE EYEBALL TO APPROVAL OF PANEL 
OF REGISTERED NURSES. TO BE COMPLETED WITHIN 5 
MINUTES WITH EACH STEP OF PROCEDURE JUDGED AS SATIS- 
FACTORY OR UNSATISFACTORY. 



( ) 3.02 PATIENT ON BACK WITH KNEES BENT, FEET FLAT ON BED IN 

DORSAL RECUMBENT POSITION 
( ) 3.03 STANDING AT HEAD OF PATIENT, CLEAN WITH COTTON BALL 









( 


) 


1.02 


{ 


) 


1.03 


( 


) 


1.04 


( 


) 


1.05 


( 


) 


1.06 


( 


) 


1.07 


.( 


) 


1.08 


( 


) 


1.09 



REDICAIi HANHEUUIN 
STUDENT 
PATIENT 

STERILE COTTON BALLS 
SALINE SOLUTION 
DROPPER 
EYE DRUG 
EYE OINTMENT - 

ORDER FOR EYE DRUGS AND OINTMENT 



2 . 00 PERFORMANCE 



GENERAL STAT EMENT OF PERFORMANCE AND RESULTING OUTCOME ' 

J-) JToi — INSTILL EYE DRUG AND EYE OINTMENT EMPLOYING THE 

FOLLOWING PROCEDURE: 



7~5 POSITION PATIENT 

( ) 2.03 CLEANSE EYELID (S) 

( ) 2.04 INSTRUCT PATIENT TO OPEN BOTH EYES MiD LOOK UP 

( ) 2.05 SPREAD LIDS APART 

(") 2.06 TILT PATIENT'S HEAD AND SUPPORT DROPPER 

( ) 2.07 INSTILL DRUG 

( ) 2.08 EXERT PRESSURE OVER LACRIMAL SAC 

( ) 2.09 WASH OFF EYE LID 

( ) 2.10 TILT PATIENT'S HEAD AND INSTRUCT HIM ^0 LOOK UP 

( ) 2.11 SQUEEZE OINTMENT FROM TUBE 

( ) 2.12 PULL LOWER LID DOWN ASD SPREAD OINTMENT 

( ) 2.13 INSTRUCT PATIENT TO CLOSE EYES AND ROTATE EYE BALL 
TO SPREAD 

{ ) 2.14 WIPE EXCESS OFF WITH COTTON BALL 



3.00 EXTENT 



GENERAL STATEM ENT ^OP EXTENT AND EXTENT OF RESULTING OUTCOME 

T— J 5-in — EYE DRUG AND EYE OINTMENT PROPERLY INSTILLED WITHOUT 

EXERTING PRESSURE ON THE EYEBALL TO APPROVAL OF PANEL 
OF REGISTERED NURSES. TO BE COMPLETED WITHIN 5 
MINUTES WITH EACll STEP OF PROCEDURE JUDGED AS SATIS- 
FACTORY OR UNSATISFACTORY. 



( ) 3.03 



( 


) 


3. 


04 


( 


) 


3. 


05 


( 


) 


3. 


06 


( 


) 


3. 


07 


( 


) 


3. 


08 


( 


) 


'3. 


09 


( 


» 


3. 


10 


( 


) 


3. 


11 


( 


) 


3. 


12 


( 


) 


3. 


13 


( 


) 


3. 


14 



ERIC 



PATIENT ON BACK WITH KN^ES BENT, FEET FLAT, ON BED IN 

DO'RSAL RECUMBENT POSITION 
STANDING AT HEAD OP pATIENT, CLEAN WITH COTTON BALL 

DIPPED IN SALINE SOLUTION, USING ONE STROKE FROM 

INNER -TO OUTER CT^THUS 
INSTRUCTION POLITE T^D AUDIBLE 
INDEX FINGER ON CHEEK BONE AND THUMB ON BROW 
TILTED TOWARDS AFFECTED SIDE, SUPPORTED ON PATIENT'S NOSE 
DRUG INSTILLED IN LOWER CONJUNCTIVAL SAC AT INNER CANTHUS 
SLIGHT PRESSURE EXERTED 
GENTLY, WITH SALINE AND COTTON BALL 
HEAD TILTED UPWARD 

SMALL A{10UNT OF OINTMENT, BEFORE INSTILLING INTO EYE 
OINTMENT SPREAD FROM INNER TO OUTER CANTHUS 7/74 
INSTRUCTION POLITE T^D AUDIBLE, 
GENTLY AND COMPLETELY 

T-138 



t 



MISOE NO. 



DIVISION 09 MEDICAI< MEASURfeS 

» 

UNIT 02 pvt; rARR 

TERMOB NO. p2-052 



2,00 PERFORMANCE 

GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



3.00 EXTENT 

GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

\ ' . 211 

1 



ERLC 

■■ - ^ ■ ■ ^- ....V.nl.S.-^,,..- ,,,.„.:,.v.,„..,„.J.;.„.„^,l^„^.^,,^..:.„^,,.^^^ 



PROGRAM PRACTICAL NURSING 
USOE CODE NO(S) ' 



1.00 CONDITION 

ir 



MISOE NO. 



PROGRAM PRACTTCM. NnRSING 



DIVISION 09 MRDTrAL MEASURES 
03 INHALATION 



UNIT 
TERMOB NO. 



02-053 



1.00 CONDITION 



1.01 
1.02 
1.03 
1.04 
1.05 
1.06 



/ 



STUDENT 
PATIENT 
CHART 
ELECTRIC INHALATOR 
TEPID WATER 

COMPOUND Tl^ICTURE OF BENZOIN (IP ORDERED) 



:.00 PERFORMANCE 



GENERAL STA TEMENT OF PERFORMANCE AND RESULTING OUTCOME 

-pj JT^I — ADMINISTER INHALATION EMPLOYING THE FOLLOWING PROCEDURE: 



2.02 FILL BOTTLE OF INHALATOR 

2.03 ADD BENZOIN TO CUP (IF ORDERED) 

2.04 TAKE INHALATOR TO PATIENT'S BEDSIDE 

2.05 INSTRUCT PATIENT TO INHALE THROUGH MQOTH FREELY 

2.06 ADJUST NOZZLE 

2.07 CONTINUE FOR 20 MINUTES OR AS LONG AS ORDERED 

2.08 CHART INFORMATION 



3.00 EXTENT 



ERIC 



GENERAL S TATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

Tl or INHALATION ADMINISTERED TO PATIENT SAFELY AND PROP- 

ERLY TO APPROVAL OF l>ANEL OF REGISTERED NURSES. TO 
BE COMPLETED WITHIN 20 MINUTES WITH EACH STEP OP 
PROCEDURE JUDGED AS SATISFACTORY OR UNSATISFACTORY. 



375r 
3.03 
3.04 
3.05 
3.06 
3,07 
3.08 



FILLED WITH TEPID WATER 
CUP TWO THIRDS FULL 

INHALATOR BROUGHT TO BEDSIDE CAREFULLY 
INSTRUCTIONS POLITE AND AUDIBLE 
NOZZLE 18 TO 14 INCHES FROM PATIENT 
INHALATION ADMINISTERED FOR CORRECT TIME PERIOD 
CORRECT INFORMATION CHARTED INCLUDING TIME, LENGTH 
OF TREATMENT, AND EFFECT ON PATIENT 
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PROGRAM PRACTICAL NURSING 
USOE CODE NO{S) " 



1.00 CONDITION 



2.00 PERFORMANCE 



MISOE NO. 



DIVISION 09 MEDICAL MEASURES 
UNIT 03 INHALATION 

TBRMOB NO. 02-05,^ 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



3.00 EXTENT 

GENERAL STATEMENT OF EXTEI^T AND EXTENT OF RESULTING OUTCOME 



2lo 



ERIC 



MtSOE NO. 



2i .f 
I'l 



PROGRAM PRACTICAL NURSING 



DIVISION 09 MEDICAL MEASURES 
UNIT 04 CROUPETTE ~ 

TERMOB NO. 



Q2-054 



1.00 CONDITION 



1.01 DOLL ^ 

1.02 INFANT 

1.0 3 CROUPETTE , 

1.04 OXYGEN GAUGE WITH RUBBER TUBING, ATTACHED 

1.05 DISTILLED WATER \ 

1.06 BUCKET WITH ICE 

1.07 EMESIS BASIN 

1.08 TWO (2) THICK RUBBER SQUARES 

1.09 TWO (2) COTTON BED PADS 

1.10 BATH BLANKETS 

1.11 SAFETY PINS 

1.12 ONE (1) PILLOW CASE 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 
Tl 2T?n ADMINISTER CROUPETTE INHALATION EMPLOYING THE 
FOLLOWING PROCEDURE: 



ERIC 



(5 2702 PLACE CHILD AT OPPOSITE END OF BED WHILE ASSEMBLING 
EQUIPMENT 

( ) 2.03 PLACE ONE RUBBER SQUARE COVERED BY ONE COTTON PAD 
AT HEAD OF BED 

( ) 2.04 PLACE CROUPETTE OVER THESE AND OPEN STEEL FRAME 
( ) 2.05 SNAP CANOPY IN PLACE 

( ) 2.06 FILL ICE CHAMBER WITH ICE AND THEN ADD WATER 

( ) 2.07 PLACE EMESIS BASIN UNDER DRIP NOZZLE 

( ) 2.0 8 UNSCREW WATER JAR BELOW ICE CHAMBER, FILL WITH DIS- 
TILLED WATER AND REPLACE 

( ) 2.09 INSERT OXYGEN GAUGE IN OXYGEN OUTLET IN WALL WITH 
OiC^ifGEN TUBING ATTACHED 

( ) 2.10 FOLD COTTON BEDPAD AND PLACE ACROSS NARROW^ BAR AT 
HEAD OF CROUPETTE 

( ) 2.11 PLACE CHILD IN CROUPETTE 

( ) 2.12 COVER PATIENT 

( ) 2.13 PLACE RUBBER SQUARE INSIDE PILLOW CASE 

( ) 2.14 SECURE RUBBER SQUARE 

( ) 2.15 SET FLOW METER 

( ) 2.16 ATTACH OXYGEN TUBE TO NOZZLE 

( ) 2.17 ADJUST DAMPER VALVE 

( ) 2.18 FIT CANOPY OVER FRAME OF CROUPETTE AND CLOSE; PLACE 
BATH BLANKET OVER OPEN END OF CANOPY AND ANCHOR 
UNDER MATTRESS 

( ) 2.19 ADJUST DAMPER VALVE 

( ) 2.20 INSTRUCT CHILD AS TO WHAT IS GOING TO HAPPEN WHEN 
POSSIBLE 

( ) 2 ,21 KEEP PATIENT DRY BY.CHANGING LINEN 



1.01 DOLL 

1*02 INFANT 

1.03 CROUP ETTE 

1.04 OXYGEN GAUGE WITH RUBBER TUBING ATTACHED 

1.05 . DISTILLED WATER 

1.06 BUCKET WITH ICE 

1.07 EMESIS BASIN 

1.08 TWO (2) THICK RUBBER SQUARES 

1.09 TWO (2) COTTON BED PADS 

1.10 BATH BLANKETS 

1.11 SAFETY ^>INS 

1.12 ONE (1) PILLOWCASE 



00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



2.01 ADMINISTER CROUPETTE INHALATION EMPLOYING THE 
FOLLOWING PROCEDURE: 



2, 02 PLACE CHILD AT OPPOSITE END OF BED WHILE ASSEMBLING 
EQUIPMENT 

2.0 3 PLACE ONE RUBBER SQUARE COVERED BY ONE COTTON PAD 
AT HEAD OF BED 

2.04 PLACE CROUPETTE OVER THESE AND OPEN STEEL FRAME ' 

2.05 SNAP cXnOPY IN PLACE >^ 

2.06 FILL ICE CHAMBER WITH ICE AND THEN ADD WATER 

2.07 PLACE EMESIS BASIN UNDER DRIP NOZZLE 

2.08 UNSCREW WATER JAR BELOW ICE CHAMBER, FILL WITH DIS- 

TILLED WATER AND REPLACE 

2.09 INSERT OXYGEN GAUGE IN OXYGEN OUTLET IN WALL WITtf 

OXYGEN TUBING ATTACHED 

2. 10 FOLD COTTON BEDPAD AND PLACE ACROSS NARROW BAR AT 

HEAD OP CROUPETTE 

2.11 PLACE CHILD IN CROUPETTE 

2.12 COVER PATIENT 

2.13 PLACE RUBBER SQUARE INSIDE PILLOW CASE 

2.14 SECURE RUBBER SQUARE r 

2.15 SET FLOW METER 

2.16 ATTACH OXYGEN TUBE TO NOZZLE 

2.17 ADJUST DAMPER VALVE 

2.18 FIT CANOPY OVER FRAME OF CROUPETTE AND CLOSE; PLACE 

BATH BLANKET OVER OPEN END OF CANOPY AND ANCHOR 
UNDER MATTRESS 

2.19 ADJUST DAMPER VALVE 

2.20 INSTRUCT CHILD AS TO WHAT IS GOING TO HAPPEN WHEN 

POSSIBLE 

2.21 KEEP PATIENT DRY BY CHANGING LINEN 

2.22 OBSERVE PATIENT, CLOSELY FOR ANY SIGNS OF ACUTE RES- 
IRATORY DIFFICULTY AND REPORT IAMEDIATELY? CHECK COLOR, 
PULS5 AND RESPIRATION AS OfUDERED 

2.23 ADJUST LINEN; USE RESTRAINTS ONLY IF NECESSARY 

2.24 ALLEVIATE TENSION OF UPSET CHILD BY REASSURANCE 

2iU 
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T-142 



* 



MISOE NO. 



PROGRAM PRACTICAL NURSING 



OSOE CODE NO(S) 



1.00 CONDITION 



DIVISION 09 MFHTrAT. mkasttres 
UNIT 



04 npnnpp^TR 



TEBMOB NO. 02-054 



2.00 PERFORMANCE 



iGENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 
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ERIC 



4 

MISOfi NO. 

' I 

PROGRAM PRACTICAL NURSING . DIVISION 09 MEDICAL MEASURES 



UNIT 04 CROUPETTE 



TERMOB NO. 02-054 (CONT.) 



3.00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
T) 3.01 CROUPETTE SET UP AND USED SAFELY AND PROPERLY TO 
APPROVAL OF PANEL OF REGISTERED NURSES. TO BE 
COMPLETED WITHIN 30 MINUTES WITH EACH STEP OF PRO- 
CEDURE JUDGED AS SATISFACTORY OR UNSATISFACTORY. 

tn J."0:i CHILD SAFELY ON BED _ 1 

( ) 3.03 SQUARE FULLY COVERED ' • 

( ) 3.04 FRAME FORMS BOXLIKE STRUCTURE 

( ) 3.05 BEGINNING AT ONE END AND MATCHING SNAPS UNTIL 

COMPLETELY FASTENED 

( ) 3.06 ICE ADDED USING EMESIS BASIN; CHAMBER FULL TO ONE HALF 

LEVEL WITH WATER 

( ) 3.07 BASIN POSITIONED TO CATCH DRIPS • f 

( ) 3.08 ATOMIZER IN PLACE 

C ) 3.09 GAUGE PROPERLY INSERTED, TUBE SECURE 

( ) 3.10 BED PAD FOLDED LENGTHWISE 

( .) 3.11 CHILD PLACED IN CROUPETTE 

( ) 3.12 PATIEMI COVERED WITH BATH BLANKET 

( ) 3.13 SQUARF'plACED INSIDE OF CASE " ' ' 

(J 3.14 EACH OF THE FOUR CORNERS SECURED BY A SAFETY PIN 

( ) 3.15 FLOW METER SET AT 8 L.P.M. BEFORE ATTACHING RUBBER 

OXYGEN TUBE TO CROUPETTE 

( ) 3.16 TO BE ATTACHED TO NOZZLE ABOVE WATER JAR 

( ) 3.17 VALVE ADJUSTED TO HORIZONTAL OR "OPEN" POSITION 

( ) 3.18 CANOPY CLOSED SECURELY AND NEATLY 

( ) 3.19 VALVE ADJUSTED TO VERTICAL POSITION 

( ) 3.20 INSTRUCTIONS SIMPLE, CORRECT, AND AUDTBLE 

( ) 3.21 LINEN CHANGED EVERY TWO' HOURS 

( ) 3,22 ANY EXISTING SIGNS OF RESPIRATORY DISTRESS NOTICED 

PROMPTLY AND REPORTED 

( ) 3.23 LINEN ADJUSTED NOT TO UNDULY RESTRICT CHILD 

[ ) 3.24 CHILD REASSURED 



2lV 



ERIC 

> 



MISOE NO. 



PFOGRAM PWACTTr At. NrTRSTNG 
USOE COtoE NO(S) 



DIVISION 09 i^F ;pTC!AI. MEASURES 
UNIT ~ 



04 rponPR'TTE 



TERMOB NO. n7~n^4 rroNfT.^ 



3*00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
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ERIC 



MISOE NO. 



PROGRAM PRfiCTICAL NURSING 



DIVISION 10 SPECIMENS AND TEST 
UNIT 0 1 STOOL SPECIMEN 
TERMOB NO. 02-055 ~ 



1.00 CONDITION 




STUDENT 

iTlENT 1 

SPECIMEN CUP 
TONGUE DEPRESSOR 
LABORATORY REQUEST SLIP 
BEDPAN 



2.00 PERFORMANCE 



GEN ERAL STATEMENT OF PEPJORMANCE AND RESULTING OUTCOME 

J-) Ol COLLECT STOOL SPECIMEN EMPLOYING THE FOLLOWING 

PROCEDURE: 



7~) TX^ LEAVE BEDPAN WITH PATIENT AND OBTAIN STOOL 

( ) 2.03 REMOVE PORTION OF STOOL AND DEPOSIT IN SPECIMEN CUP 
( ) 2.04 SEND SPECIMEN TO LABORATORY WITH THE REQUISITxON 
SLIP FILLED IN 



3*00 EXTENT 



ERIC 



G ENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

f) 3701 UNCONTAMINATED STOOL SPECIMEN PROPERLY COLLECTED TO 

APPROVAL OF PANEL OF REGISTERED NURSES. TO BE 
COMPLETED WITHIN 5 MINUTES 'WiTH EACH STEP OF PRO- 
CEDURE JUDGED AS SATISFACTORY OR UNSATISFACTORY. 

"J~5 3702 USING PROPER PROCEDURE FOR BEDPAN ELIMINATION 

{ ) 3.03 USING TONGUE DEPRESSOR 

( ) 3.04 SPECIMEN SfiNT IMMEDIATELY WITH REQUISITION SLIP 
FILLED IN COMPLE.TELY 
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MISOE NO. 



PROGRAM PRACTICAL NURSING 
USOE CODE NO(S)~ 



DIVISION 10 SPECIMENS AND TEST 

UNIT 01 sri aoL specimen ~ 

TERMOB NO. 02-055 



1. 00 CONDITION 



2.00 PERFORMANCE 

GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME • 



3.00 EXTENT * 

GENERAL STATEMENT OF EXTENT AKD EXTENT OF RESULT^ING OUTCOME 



f 
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* 



MISOE NO. 



PROGRAM PRACTICAL NURSING 



DIVISION 10 SPECIl^ENS AND TESTS 
UNIT 02 URINE SPECIMEN 

TERMOB NO. 02-056 



1.00 CONDITION 



( ) 


1.01 


( I 


1.4>2 


( ) 


1.03 


( ) 


1.04 


( ) 


1.05 



MALE PATIENT 

-FEMALE-P^AT^ENT— — 

FOUR TO FIVE TOWELETTES WHICH CONTAIN AQUEOUS ZEPHIRAN 
STERILE WATER (120 CC. SCREW TOP BOTTLE) 
STERILE URINE BOTTLE 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 
Tl 2.01 COLLECT A CLEAN VOIDED URINE SPECIMEN EMPLOYING 
THE FOLLOWING PROCEDURE: 



TT 
( ) 
{ ) 



2*02 INSTRUCT PATIENT TO NOTIFY NURSE PRIOR TO VOIDING 

2.03 CLEAN AREA WELL WITH AQUEOUS ZEPHlR/ySf TOWELETTES 

2.04 FOLLOW AQUEOUS ZEPHIRAN WASH WITH A RINSE OF STERILE 

WATER; POUR ENTIRE CONTENTS OF BOTTLE OF 120 CC. 

WATER OVER MEATUS 
( ) , 2.05 INSTRUCT PATIENT TO VOID; CATCH THE URiNE SPECIMEN 

MIDSTREAM INTO STERILE URINE BOTTLE 
( ) 2.06 LABEL AND SEND ON TO LABORATORY AT ONCE WITH CULTURE 

SLIP IF NECESSARY 



3.00 EXTENT 



general statement of extent and extent of resulting outcome 
( ) 3.01 properly labelled uncontaminated, clean voided urine 
Specimen collected to approval of panel of registered 
nurses. to be completed within 5 minutes with each 
step of procedure judged satisfactory or unsatisfactory. 

tl 5702 instructions clear and audible 't'. ^ 

( ) 3.03 if patient is female, labia and meatus must be cleansed; 

if male, penis cleansed outward starting with meatus 
( ) 3.04 aqueous zephiran rinsed off well* 
( ) 3.05 bottle not contaminated 
( ) 3.06 labelled correctly, all required slips sent 
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MISOE NO. 



PROGRAM PRACTICAL NURSING DIVISION 10 SPECIMENS AND TESTS 

USOE CODE NO(S) UNIT 02 pRtMb SPECIMEN 

TERMOB NO. 02-056 



1.00 CONDITION 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



3.00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
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MISOE JNO. 



PROGRAM PRACTICAL KURSING 



DIVISION 10 SPECIMENS AND TESTS 
UNIT 02 URINE SPECIMEN " 

TERMOB NO. 



Q2-Q57 



1.00 CONDITION 



ERIC 



( ) 1.01 PATIENT 

( ) 1.02 LA RGE BO TTLE 

( ) 1.03 GRADUATE 

( ) 1.04 LABORATORY 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 
Tl 7751 COLLECT ^4 HOUR URINE SPECIMEN EMPLOYING THE 
FOLLOWING PROCEDURE: , 



TT 
( ) 



( ) 
( ) 

( ) 



2.03 



2.04 
2 . 05 
2.06 



LABEL BOTTLE 

EXPLAIN TO PATIENT THAT A 24 HOUR SPECIMEN IS NEEDED, 
MAKING CERTAIN PATIENT UNDERSTANDS ALL URINE DURING 
THAT TIME IS TO BE SAVED 

HAVE PATIENT VOID AT THE TIME TEST IS STARTED 

SAVE ALL URINE SUBSEQUENTLY VOIDED 

SEND SPECIMEN WITH REQUEST SLIP TO THE LABORATORY 

( 



3.00 EXTENT 



GENERAL STATEMENT OF EXTENT MUD EXTENT OF RESULTING OUTCOME 
J~) 5751 PROPERLY LABELLED COMPLETE 24 HOUR URINE SPECIMEN 

COLLECTED TO APPROVAL OF PANEL OF REGISTERED NURSES. 

TO BE COMPLETED WITHIN THE 24 HOURS PLUS 5 MINUTES 

WITH EACH STEP OF PROCEDURE JUDGED AS SATISFACTORY 

OR UNSATISFACTORY. 



Tl — 37IT2 — PATIENT'S NAME AND "24 Hour SPECIMEN" ON LABEL 
( ) 3.03 EXPLANATION SIMPLE, CLEAR AND AUDIBLE 

( ) 3.04 THIS URINE DISCARDED, USUALLY TEST STARTS AT 7:00 A.M, 
( ) 3.05 ALL URINE SAVED FOR FULL 24 HOURS; URINE OBTAINED AT 

7:00 A.M. OF SECOND DAY IS SAVED 
( ) 3.06 SPECIMEN AND REQUEST SLIP PROPERLY COMPLETED 

22o 
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MISOE NO. 



PROGRAM PRACTICAL NURSING 
USOE CODE NO(S)~~~~~~ 



DIVISION 10 SPECIMENS AND TESTS 
UNIT 02 URINE SPECIMEN 

TERMOB NO. 02-057 ~ 



1.00 CONDITION 



-4- 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



3.00 EXTENT 



GENERAL STATEMENT OF EXTfiNT AND EXTENT OF RESULTING OUTCOME 
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MISOE NO. 



PROGRAM PRACTICAL NURSING' 



DIVISION 10 
UNIT 02 
TERMOB Na. 



SPECIMENS AND TESTS 



URINE SPECIMEN 



02-058 



1.00 CONDITION 



1.01 PATIENT 

1.02 DIAGNEX BLUE TABLETS 

^^rOa — GLASS 



1.04 
1.05 
1.06 
1.07 



WATE R 

DIAGNEX GRANULES 
BEDPAN 

SPECIMEN CUPS 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 
Tl mn COLLECT SPECIMEN FOR DIAGNEX BLUE TEST EMPLOYING THE 
FOLLOWING PROCEDURE: 



1 JTU^ ADMINISTER DIAGNEX BLUE TABLETS 

2.03 OBTAIN SPECIMEN 

2.04 DISCARD SPECIMEN 

2.05 ADMINISTER DIAGNEX GRANULES 

2.06 OBTAIN SPECIMEN 

2.07 SEND SPECIMEN TO LABORATORY 



3.00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
Tl 3701 SPECIMEN FOR DIAGNEX BLUE TEST IS OBTAINED TO 
APPROVAL OF PANEL OF REGISTERED NURSES. TO BE 
COMPLETED WITHIN 2 HOURS WITH EACH STEP OF PRO- 
CEDURE JUDGED AS SATISFACTORY OR UNSATISFACTORY. 



Tl 3.02 ' TWO TABLETS TAKEN WITH WATER 

3.03 SPECIMEN OBTAINED 

3.04 PROPERLY, USING ALL SANITARY PRECAUTIONS 

3.05 WITH WATER, ALL GRANULES MUST BE SWALLOWED 

3.06 SPECIMEN OBTAINED 

3.07 CORRECTLY LABELLED 
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MISOE NO. 



PROGRAM PRACTICAL NURSING DIVISION 10 SPECIMENS AND TESTS 
USOE CODE NO(S) UNIT 02 URINE SPECIMEN 
', TERMOB NO. Q2>-058 



l.OO CONDITION 



2.00 PERFORMANCE 

GENERAL STATEMENT OF PERFORMANCE AND IeSULTING OUTCOME 



3.00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
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MISOE NO. 



i' 



PROGRAM PRACTICAL NURSING 



DIVISION 10 fiPvr.rMV.vtR and trsts 

UNIT n:^' fiPTlTTTM SPKCTMEN 

TERMOB NO, 02-059 



1.00 CONDITION 



1.01 
1.02 
1.03 
1.04 
1.05 
1.06 



STUDENT 

PATIENT 

SPECIMEN CUP 

TONGUE DEPRESSOR 

LABjDllATORy REQUEST SLIP 

CULTURE TUBE WITH SWAB 



/ 



2*00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESTTt.TTNG OUTCOME 
Tl JTOI COLLECT SPUTUM SPECIMEN EMPLOYING THE FOLLOWING 
PROCEDURES : 



Tl LEAVE SPECIMEN CONTAINER AT BEDSIDE AND INSTRUCT 

PATIENT TO EXPECTORATE INTO IT 
( ) 2.03 ^OBTAIN THE SPECIMEN IN THE MORNING 
( ) 2.04 SEND THE SPECIMEN TO THE LABORATORY WITH THE 

REQUISITION SLIP FILLED IN 



3.00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
Tl 3751 UNCONTAMINATED SPUTUM SPECIMEN PROPERLY COLLECTED TO 
APPROVAL OF PANEL OF REGISTERED NURSES. TO BE COM- 
PLETED WITHIN 5 MINUTES WITH EACH STEP OF PROCEDURE 
JUDGED AS SATISFACTORY OR UNSATISFACTORY. 



Tl 5riJ5 INSTRUCTION POLITE AND CLEAR ' ' 
( ) 3.03 SPECIMEN OBTAINED IN MORNING, IP POSSIBLE 
( ) 3.04 SPECIMEN SENT IMMEDIATELY WITH REQUISITION SLIP 
FILLED IN COMPLETELY 



ERIC 
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4 

MISOE NO. 

/ : . 

PPOGRAM PRACTICAL NURSING DIVISION 10 SPECIMENS AND TESTS 

USOE CODE NO (S) UNIT 03 SPUTUM SPECIMEN 

'~ TERMOB NO. 02-059- 



• 1.00 CONDITION 



2.00 PERFORMANCE 



GEMERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



3.00 EXTENT 



GENERAL STATEMENtS)F EXTENT Al^D EXTENT OF RESULTING OUTCOME- 



D 



ERIC 



MISOE NO. 



PROGRAM PRACTICAL NURSING 



DIVISION 10 SPECIMENS AND TESTS 
UNIT 04 TESTS ~ 



TERMOB NO. 02-060 



1.00 CONDITION 



( ) 
( ) 
< ) 



1.01 
1.02 

170 3 



BEDPAN 

FRESHLY VOIDED URINE SPECIMEN 
CLINITEST RACirCONTAXNlNG-: 

CLEAN TEST TUBE. 
* , DROPPER 

ONE CLINITEST REAGENT TABLET 

COLOR CHART 

SMALL AMOUNT OF WATER 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 
-(—J 2.01 PERFORM URINE SUGAR ANALYSIS EMPLOYING THE FOLLOW- 
ING PROCEDURE: , ' 



2. 02 AVOID EXPOSING UNUSED TABLETS TO MOISTURE . 

2.03 EXPLAIN PROCEDURE TO PATIENT 

2.04 COLLECT URINE AND TAKE SPECIMEN TO UTILITY ROOM 
. IN SPECIMEN BOTTLE " 

2.05 PLACE URINE UPRIGHT IN TEST TUBE ,, 

2.06 RINSE DROPPER AND PLACE WATER IN TEST TUBE. 

2.07 SHAKE ONE CLINITEST TABLET INTO BOTTLE COVER AND 

THEN DROP IT INTO TEST TUBE 
3.0 8 WATCH WHILE THE REACTION TAKES PLACE 
2.09. SHAKE TEST TUBE GENTLY AND COMPARE WITH COLOR CHART 



3.00 EXTENT 



ERIC 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
( ) ^3^01_CQBRECTLY DETERMINE SUGAR CONTENT OF URINE USING THE 
CLINITEST URINE SUGAR ANALYSIS TEST TO APPROVAL OF 
PANEL OF REGISTERED NURSES. TO BE COMPLETED WITHIN 
5 MINUTES WITH EACH STEP OF PROCEDURE JUDGED AS 
SATISFACTORY OR UNSATISFACTORY. 



n — 57?yr 



3.03 
3.04 
3.05 
3.06 
3.07 
3.08 
3.09 



BY QUICKLY AND TIGHTLY REPLACING THE COVER EACH 

TIME A TABLET IS REMOVED FROM BOTTLE 
EXPLANATION SIMPLE, CORRECT AND AUDIBLE 
IN A CLEAN RECEPTACLE 
5 DROPS OF URINE USING A DROPPER 
10 DROPS OF WATER, DROPPER THOROUGHLY RINSED 
TABLETS NOT TOUCHED; NO BLUE OR BLACK TABLET USED 
TEST TUBE NOT SHAKEN _ 

COLOR COMPARISON MADE CORRECTLY 15 SECONDS AFTER THE 



) 1.01 BEDPAN 
( ) 1.02 FRESHLY VOIDED URINE SPECIMEN 
( ) 1.0 3 CLINITEST RACK CONTAINING: 

CLEAN TEST TUBE 

DROPPER 

ONE CLINITEST REAGENT TABLET 
COLOR CHART 
•SMALL AMOUNT OF WATER 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 
f-J- — 5751 PERFORM URINE SUGAR ANALYSIS EMPLOYING THE FOLLOW- 
ING PROCEDURE: 



"02 AVOID 'EXPOSING UNUSED TABLETS TO MOISTURE 

2.03 EXPLAIN PROCEDURE TO PATIENT 

2.04 COLLECT URINE AND TAKE SPECIMEN TO UTILITY ROOM 



IN SPECIMEN BOTTLE 

2.05 PLACE URINE .UPRIGHT IN TEST TUBE 

2.06 RINSE DROPPER AND PLACE WATER IN TEST TUBE 

2.07 SHAKE ONE CLINITEST TABLET INTO BOTTLE COVER AND 

/THEN DROP IT INTO TEST TUBE 

2.08 WATCH WHILE THE REACTION TAKES PLACE 

2.09 SHAKE TEST TUBE GENTLY AND COMPARE WITH COLOR CHART 



3.00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
X~5 370l CORRECTLY DETERMINE SUGAR CONTENT OF URINE USING THE 
CLINITEST URINE SUGAR ANALYSIS TEST TO APPROVAL OP 
PANEL OF REGISTERED NURSES, TO BE COMPLETED IflTHIN 
5 MINUTES WITH EACH STEP OF PROCEDURE JUDGED AS 
SATISFACTORY OR UNSATISFACTORY. 



BY QUICKLY AND TIGHTLY REPLACING THE COVER EACH 

TIME A TABLET IS REMOVED FROM BOTTLE 
EXPLANATION SIMPLE, CORRECT AND AUDIBLE ' 
IN A CLEAN RECEPTACLE 
5 DROPS OF URINE USING A DROPPER 
10 DROPS OF WATER, DROPPER THOROUGHLY RINSED 
TABLETS NOT TOUCHED; NO BLUE OR BLACK TABLET USED 
TEST TUBE NOT SHAKEN 

COLOR COMPARISON MADE CORRECTLY 15 SECONDS AFTER THE 
BOILING INSIDE TUBE HAS STOPPED 



3.03 
3.04 
3.05 
3.06 
3.07 
3.08 
3.09 
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T-156 



MISOE NO. 



PROGRAM PRACTICAL NURSING 
USOE CODE NO(S) ~ 



1.00 CONDITION ' " 



2.00 PERFORMANCE 

GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



3.00 EXTENT 

GENERAL STATEMENT OF EXTENT AND EXTENT OF RES ULTING OUTCOME 
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DIVISION 10 SPECIMENS AND TESTS 

UNIT 04 yESTS 

TERMOB NO. 02-060 ~ 



MISOE NO. 



PPOGRAM PRACTICAL NUfiS ING 



DIVISION la SPECIMENS AND^ESTS 

UNIT 04 TESTS 

TERMOB NO, 02-0.61 ^ 



1.00 CONDITION 



1.01 
1.02 
1.03 
1.04 



PATIENT 
STUDENT 

BEDPAN OR URINAL and' COVER 
SPECIMEN BOTTLE AND COVER 



l.aS LJ^ORATORY REQUEST SLIP' 

1.06 CLEAN TEST TUBE 

1.07 MEDICINE DROPPER 

1.08 MEDICINE GLASS 

1.09 PAN 

1.10 TEST TUBE HOLDER 

1.11 BENEDICT'S SOLUTION 

1.12 FRESHLV VOIDED SPECIMEN 

1. 13 ACETONE TABLET 

1.14 ACETONE POWDER 

1.15 PAPER 

1.16 EYE DROPPER 

1.17 ACETONE COLOR CHART 

1.18 CHART 



2.00 PERFORMANCE 



GENERAL STATE MENT OF PERFORMANCE AND RES ULTING OUTCOME 

-rn 2.61 PERFORM BENEDICT'S SUGAR AND ACETO NE TESTS 

EMPLOYING THE FOLLOWING PROCEDURE: g 



XTTS EXPLAltJ TO PA^riEI^T 'Ip .'t A SAMPLE OF URINE IS NEEDED 

2*03 HAVE PATIENT VOID INTO A CLEAN BEDPAN OR URINAL, 

INSTRUCTING PATIENT NOT TO PUT TOILET TISSUE INTO IT 

2.04 POUR 'SAMPLE INTO SPECIMEN BOTTLE AND COVER 

2.05 CLEAN BEDPAN OR URINAL AND RETURN TO PROPER PLACE 
0 t\f\ HANDS 

2.07 ATTACH LABORATORY REQUEST SLIP TO BOTTLE AND BRING TO 

DESIGNATED AREA ^„ 

MEASURE BENEDICT'S SOLUTION; POUR SOLUTION INTO TEST. 

TUBE 

2 09 ADD URINE TO SOLUTION IN T^ST TUBE 

2.10 PLACE TEST TUBE INTO BOILING WATER 

2.11 COMPARE WITH COLOR 6HART 

2.12 RINSE EQUIPMENT ^ ^ . ^ 

I'U PLACE ACEtSj^^JaBLET OR SMM.L AMOUNT OF ACETONE POWDER 
ON PAPER 

2.15 DROP URINE ON TABLET OR POWDER ' 

2.16 OBSERVE REACTION AND COMPARE WITH ACETONE COLOR CHART 

2.17 CHART TIME, PROCEDURE, RESULTS 23: 



rr 

( ) 

) 



) 



( ) 2.08 



) 



) 
) 

( ) 
( ) 
t ) 



MI-SOE NO. 



PROGRAM PRACTICAL NURSING DIV^ISION 10 SPECIMENS AND TESTS 
USOE CODE NO(S) UNIT 04 TESTS ' 
" TBRMOB NO. 02-061 . 



1.00 CONDITION 



2.00 . PERFORMANCE * 

GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 
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HISQE NO. 



PROGRAM PRACTICAL NURSING 



DIVISION 10 SPECIMENS AND TESTS 

UNIT 04 TF.STS 

TERMOB NO. 02-061 (CONT.) 



3.00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
Tl URINE SAMPLE COLLECTED AND BENEDICT'S SUGAR AND 

ACETONE TESTS PERFORMED TO APPROVAL OF PANEL OF 
REGISTERED NURSES. "TO BE COMPLETED WITHIN 5 MINUTES 
WITH EACH STEP OF PROCEDURE JUDGED AS SATISFJ^^PORY 
OR. UNSATISFACTORY . ' ' 



3702 EXPLANATION SIMPLE, CORRECT AND AUDJBLE 

3.03 ALTERNATIVE RECEPTACLE PROVIDED FOR TISSUE 

3.04 BOTTLE NOT COMPLETELY FILLED, SAMPLE SIZE APPROX- 

IMATELY 5 OUNCES 

3.05 BEDPAN OR URiNAL CLEANED AND RETURNED TO PROPER PLACE 

3.06 THOROUGHLY 

3.07 CORRECT SLIP ATTACHED SECURELY 

3.08 5 CC. OF BENEDICT'S SOLUTION MEASURED IN MEDICINE 

GLASS; TEST TUBE CLEAN 

3.09 8 DROPS OF URINE USING MEDICINE DROPPER 
3-. 10 FOR 5 MINUTES 

3.11 CORRECT COMPARISON MADE 

3.12 RINSED TN COLD WATER 

3.13 CORRECT INFORMATION CHARTED IN 

FOR CHARTING INCLUDING TIME, 

3.14 NEATLY 

3.15 ONE DROP OF URINE 

3.16 COLORS MATCHED CORRECTLY 

3.17 CORRECT INFORMATION CHARTED IN ACCORDANCE WITH RULES 

FOR CHARTING INCLUDING TIME^ PROCEDURE AND RESULTS 



ACCORDANCE WITH RULES 
PROCEDURE AND RESULTS 



23i 



ERIC 



MISOE NO. 



PROGRAM ppAf^TTPAT. TJTTPfiTKfi DIVISION 10 SPECIMENS AND TESTS 



USOE CODE NO(S)^~ "~ UNIT 04 TESTS 



TERMOB NO. ^ 0.2-061 (CONT. ) 



3.00 EXTENT 

GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
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ERIC . 

....... 



23G 



MISOE HO. 



PROGRAM PRACTICAL NURSIN G 



DIVISION 11 WOUND CARE 
UNIT 01 BANDAGES 
TERMOB NO. 02^062 



1;00 CONDITION 



( ) 

( ) 

( ) 

t ) 

( ) 



1.01 
1.02 
1.03 
1.04 
1.05 



MEDICAL MANNEQUIN 

STUDENT 

PATIENT 

ACE. BANDAGE 

PINS OR CLIPS 



2.00 PERFORMANCE 



GENERAL S TATEMENT OF PERFORMANCE AND RESU LTING OUTCOME 

T-J 2.01 APPLy AN ACE B ANDAGE AB OUT THE ANKLE AND LOWER LEG 

EMPLOYING THE FOLLOWING PROCEDURE: 



< 


y 


2.02 


( 


) 


2*03 


( 


) 


2.04 


( 


) 


2.05 


( 


) 


2.06 


( 


) 


2.07 


{ 


) 


2.08 


( 


) 


2.09 


( 


) 


2.10 


( 


) 


2. 11 


( 


) 


2.12 


{ 


) 


2.13 


( 


) 


2. 14 



WASH HANDS 

OBTAIN AND TAKE EQUIPMENT TO BEDSIDE 

EXPLAIN PROCEDURE TO PATIENT; EXPOSE THE PART , 

HOLD ACE BANDAGE ROLL 

HAVE PATIENT EXTEND THE PART, IF POSSIBLE; SUPPORT 

EXTREMITY AS NECESSARY 
ANCHOR BANDAGE 

BANDAGE AREA r — r„„ 

HAVE PATIENT FLEX KNEE IF POSSIBLE; SUPPORT THE 

EXTREMITY AS NECESSARY 
CONTINUE UPWARD; IF MORE THAN ONE ACE BANDAGE IS USED, 

OVERLAP THE 1ST ONE TO PREVENT FROM SLIPPING 
FINISH BANDAGING 

CHECK CIRCULATION AFTER BANDAGE HAS BEEN APPLIED 
REARRANGE COVERS AND MAKE PATIENT COMFORTABLE 
CHART INFORMATION 



3.00 EXTENT 



ERIC 



GENERAL STATEM ENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

-T-T t-^y — ACE BANDAGE APPLIED SAFELY AND CORRECTLY TO THE ANKLE 

* AND LOWER LEG WITH NO SIGNS OF CIRCULATION IMPAIRMENT 
TO APPROVAL OF PANEL OF REGISTERED NURSES. TO BE 
COMPLETED WITHIN 5 MINUTES WITH EACH STEP OF PRO- 
CEDURE JUDGED AS SATISFACTORY OR UNSATISFACTORY. 



TT 

( ) 

( ; 

( > 
( ) 



TTU^ THOROUGHLY 

3 03 PROPER EQUIPMENT OBTAINED; CLEAN BANDAGE USED 

3.' 04 EXPLANATION SIMPLE, CORRECT AND AUDIBLE; LOWER LEG 
AND ANKLE EXPOSED 

3.05 LOOSE END COMING OFF BOTTOM OP ROLL 

3.06 EXTREMITY SUPPORTED PROPERLY 

3 07 WITH TWO CIRCULAR TURNS AROUND ANKLE, SECOND TURN 



( ) 1.02 STUDENT 

( ) 1.03 PATIENT 

( ) 1.04 ACE BANDAGE 

( ) 1.05 PINS OR CLIPS 



2.00 PERFORMANCE 



GENERAL STATEM ENT OF PERFORMANCE AND RE SULTING OUTCOME 

J-] 2701 — APPLY AN ACE BANDAGE AB OUT THE ANKLE AND LOWER LEG 

EMPLOYING TH^ FOLLOWING PROCEDURE: - 



Tl 270^ WASH HANDS 

( ) 2.03 OBTAIN AND TAKE EQUIPMENT TO BEDSIDE 

( ) 2.04 EXPLAIN PROCEDURE TO PATIENT; EXPOSE THE PART 

( ) 2.05- HOLD ACE BANDAGE ROLL 

( ) 2.06 HAVE PATIENT EXTEND THE PART, IF POSSIBLE; SUPPORT 

EXTREMITY AS NECESSARY 
( ) 2.07 ANCHOR BANDAGE 

( ) 2.08 BANDAGE AREA ^ ^ 

( ) 2.09 HAVE PATIENT FLEX KNEE IF P0SSIBI^:7 SUPPORT THE 

EXTREMITY AS NECESSARY 
( y 2 10 CONTINUE UPWARD f IF MORE THAN ONE ACE BANDAGE IS USED, 

OVERLAP THE 1ST ONE TO PREVENT FROM SLIPPING 
( ) 2.11 FINISH BANDAGING i ^ ■ ^ " 

( ) 2.12 CHECK CIRCULATION AFTER BANDAGE HAS BEEN APPLIED 
( ) 2.13 REARRANGE COVERS AND MAKE J>ATIENT CQMFORTABLE 
( ) 2.14 CHART INFORMATION 



3.00 EXTENT 



ERIC 



GENERAL STATEM ENT OF EXTENT AND EXTENT OF RESULTING OUTCOME - 

T-J 2~0l — ACE BANDAGE APPLIED SAFELY AND CORRECTLY TO THE ANKLE 

AND LOWER LEG WITH NO SIGNS OF CIRCULATION IMPAIRMENT 
TO APPROVAL OF PANEL Of REGISTERED NURSES. TO BE 
COMPLETED WITHIN 5 MINUTES WITH EACH STEP OF PRO- 
CEDURE JUDGED AS SATISFACTORY OR UNSATISFACTORY. 



( ) 

( ) 

( ) 

( ) 



Tl THOROUGHLY 

( ) 3 03 PROPER EQUIPMENT OBTAINED; CLEAN BANDAGE USED 

( ) 3." 04 EXPLANATION SIMPLE, CORRECT AND AUDIBLE; I£»WER LEG 

AND ANKLE EXPOSED 
( ) 3.05 LOOSE END COMING OFF BOTTOM OF ROLL 
( ) 3.06 EXTREMITY SUPPORTED PROPERLY ™„„^,t»M 
( ) 3.07 WITH TWO CIRCULAR TURNS AROUND ANKLES SECOND TURN 

^ EXACTLY COVERING FIRST 
( ) 3.08 UNDER INSTEP OF FOOT, OVER TOP OF FOOT, AROUND ANKLE 
( ) 3.09 EXTREMITY SUPPORTED PROPERLY . 

( ) 3 10 WITH SPIRAL TURNS EACH OVERLAPPIIlG PRECEDING ONE BY 1/2 
THE WIDTH OF THE BANDAGE. IF MOR^ THAN ONE BANDAGE 
IS USED, THE SECOND OVERLAPS THE FIRST; BANDAGE 
APPLIED FIRMLY BUT NOT TIGHTLY 
3 11 END WITH 1 OR 2 CIRCULAR TURNS ; CLIP/PiN ON OUTER ASPECT 
3! 12 SIGNS OF IMPAIRED CIRCULATION NOTED; BANDAGE ADJUSTED 

3.13 COVERS NEAT AND PATIENT COMFORTABLE 7/74 

3.14 CORRECT INFORMATION CHARTED INCLUDING TIME , 
PROCEDURE , AND CONDITION OF PART 

T-162 



MISOE NO. 



PROGRAM PRACTICAL NURSING 
U'SOE CODE NO(S) ' 



1.00 CONDITION 



DIVISION 11 WOUND CARE 
UNIT 01 BANDAGES 

TERMOB NO. 02-062 



2.00 PERFORMANCE 



7 



r,F.KlF.RAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



A 



3.00 EXTENT 



mmFRAT. STATEMENT OF ' EXTENT AND EXTENT OF RESULTING OUTCOME 



236 



ERIC 



MISOE NO 



J>ROGRAM PRACTICAL NURSING 



DIVISION 3^1 WOUND CARE 
UNIT 01 BANSAGE5" 
TERMOB NO. 02-063 



1.00 CONDITION 



1;01 
1.02 
1.03 
1.04 
1.05 



MEDICAL MANNEQUIN 

STUDENT 

PATIENT 

TRIANGULAR BANDAGE 
PIN 



2.00 PERFORMANCE 



' { ~ 

GENERAL STATEMENT* OF PERFORMANCE AND RESULTlNGf OUTCOME 

J-) 2751 CONSTRUCT A SLING EMPLOYING THE FOLLOWING PROCEDURE : 



2.62 OBTAIN AND TAKE EQUIPMENT TO BEDSIDE 

2.03 EXPLAIN PROCEDURE TO PATIENT; PLACE PATIENT IN 

A COMFORTABLE POSITION 

2.04 DRAPE SLING ABOUT AJIM' 

2.05 ADJUST SLING 

2.06 TIE ENDS 

2.07 FIX SLING AT ELBOW 

2.08 LEAVE PATIENT COMFORTABLE; CHECK SIGNAL CORD 

2.09 CHART INFORMATION 



3.00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

JTTfl CLEAN SLING CONSTRUCTED TO SUPPORT ARM TO APPROVAL 
OF PANEL OF REGISTERED NURSES. TO BE COMPLETED 
WITHIN 5 MINUTES WITH EACH STEP OF PROCEDURE JUDGED 
AS SATISFACTORY OR UNSATISFACTORY. 



rr 
( > 



( ) 
( ) 

( ) 
( ) 



3*03 



( ) 3.04 



( ) 3.05 



3.06 
3.07 

3.08 
3.09 



PROPER EQUIPMENT SELECTED; CLEAN SLING CHOSEN 
EXPLANATION SIMPLE, CORRECT AND AUDIBLE; PATIENT 

POSITIONED IN VIEW OP CONDITION 
WITH ONE END HELD OVER SHOULDER ON UNINJURED SIDE, 

THE OTHER END IS JIROUGHT UNDER ARM TO BE SUPPORTED 

AND BROUGHT UP TO JOIN IT AT THE BACK OF THE NECK 
TO. GIVE DESIRED SUPPORT, HAND OF SUPPORTED PART 

SHOULD BE HIGHER THAN ELBOW 
ENDS TIED AT SIDE OF NECK 

CORNER FOLDED AND PINNED, EDGE -OF SLING SHOULD EXTEND 
BELOW WRIST - ., 

CORD SHOULD BE ACCESSIBLE 

CORRECT INFORMATION CHARTED INCLUDING TIME, PROCEDURE 
AND PART SUPPORTED 2ii^j 



iMMWiiMiiiiiiiiiii 



MISOB NO 



DIVISION 11 WOUND CARE 
UNIT 01 RAianAflES 
TERMOB NO. pt^^Ofi-^ 



1.00 CONDITION 



to. 

2.00 PERFORMANCE 

GENERAL STATEMENT OF PERFORMA?^CE AND RESULTING OUTCOME 



PROGRAM pp&PTTr^VT. UTTPC^TMn 

USOE CODE NO(g) 



3.00 EXTENT 



• GENERAL STATEMENT OF EXTENT ANQ EXTENT OF RESULTING OUTCOME 
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MISOE NO. 



PROGRAM PRACTICAL NUfiSING 



[SIGN 11 VJOUNP CARE 
UNIf 01 BANDAGES 

TEftMOB NO. 02-064 



1.00 CONDITION 



( 


) 


1.01 


MEDICAL MANNEQUIN 


( 


) 


1.02 


STUDENT 


( 


) 


1.03 


PATIENT 


( 


) 


1.04 


STRAIGHT BINDER AND 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 
Tl 2751 APPLY STRAIGHT BINDER EMPLOYING THE FOLLOWING 
PROCEDURE : 



TT 
( ) 
( ) 



( ) 
( ) 



2.02 
2.03 
2.04 



2.05 
2.06 



DRAW CURTAINS AND EXPLAIN USE OF BINDER TO PATIENT 
POSITION -PATIENt AND RAISE BED 

FOLD HALF OF BINDER AND PLACE CLOSE TO PATIENT; 
. HAVE PATIENT RAISE HIPS AND PULL BINDER THROUGH; 

BRING BOTH ENDS OF BINDER TO MIDLINE IN FRONT 
PIN BINDER 

MAKE DARTS AT SIDES OF BINDER 



3.00 EXTENT 

ft 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
( ) 3.01 STRAIGHT BINDER APPLIED SNUGLY TO PATIENT TO APPROVAL 
OF PANEL OF REGISTERED NURSES. TO BE COMPLETED WITH- 
IN 5 MINUTES WITH EACH STEP OF PROCEDURE JUDGED AS 
SATISFACTORY OR UNSATISFACTORY. 



TPSl PATIENT PROPERLY SCREENED; EXPLANATION SIMPLE, CORRECT 
AND AUDIBLE 

3.03 PATIENT FLAT, BED RAISED TO HIGHEST LEVEL 

3.04 CENTER OF BINDER AT MIDLINE OF BACK AND WELL DOWN 

UNDER HIPS 

3.05 BINDER TIGHTLY PINNED BEGINNING AT LOWER EDGE; PINS 

PLACED HORIZONTAI^LY ABOUT 3 INCHES APART 

3.06 TO ELIMINATE FULLNESS WHICH MAY EXIST 



ERIC 



MISOE NO. 



P,HOGRAM PRACTICAL NURSING 
USOE CODE NO<S) 



1.00 CONDITION 



2.00 PERFORMANCE 



DIVISION 11 wnnTjn cftRR 
UNIT 



01 BANDAGES 



TERMOB NO^ 02-064 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



3.00 EXTENT 

GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

r 



ERIC 



MISOE NO. 



PROGRAM PRACTtCAL NURSING 



DIVISION 
UNIT 01 
TERMOB NO. 



WOUND CARE 



BANDAGES 



02-065 



1.00 CONDITION - 



( ) 1.01 MEDICAL MANNEQUIN 

( ) 1.02 STUDENT 

( X 1.03 PATIENT 

( ) 1.04 SCULTETUS BINDER AND SAFETY PINS 



2.00 PERFORMANCE 



ERIC 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 
Tl 270l APPLY SCULTETUS BINDER EMPLOYING THE FOLLOWING 
PROCEDURE: 



"5702 DRAW CURTAINS AND EXPLAIN USE OF BINDER TO PATIENT 

2.03 POSITION PATIENT AND RAISE BED 

2.04 PLACE BINDER UNDER PATIENT 

2.05 ARRANGE STRIPS OF TAILS 

2.06 APPLY TAILS ~ , 

2.07 PIN LAST TWO STRIPS 



3,00 EXTENT 



GENE RAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

— J-Qi SCULTETUS BINDER APPLIED TO PATIENT SNUGLY TO APP RO VAL 

OF PANEL OF REGISTERED NURSES. TO BE COMPLETED WITHIN 
5 MINUTES WITH EACH STEP OP PROCEDURE JUDGED AS 
SATISFACTORY OR UNSATISFACTORY. 



(") 3.62 PATIENT PROPERLY SCREENED; EXPLANATION SIMPLE, CORRECT 
AND AUDIBLE^ 
PATIENT LYING fliAT, BED RAISED TO HIGHEST LEVEL 
CENTER OF BINDER AT MIDLINE OF BACK AND WELL DOWN 

UNDER HIPS 
TAILS FLAT ON BED 

TAILS APPLIED FBtOM EACH SIDE AT A TIME SNUGLY, BACH 
OVERLAPPING PRECEDING ONE ON POST PARTEM PATIENTS- 
WITH TAILS APPLIED FROM TOP 
( ) 3.07 ENDS PINNED 243 



( ) 
( ) 

( ) 
( ) 



3.03 
3.04 

3.05 
3.06 



MISOE NO, 



PROGRAM PRACTICAL NURSING DIVISION 11 WOUND CARE 
USOE CODE NO(S) ' ~ UNIT OX BANDAGES ~ 
TERMOB NO. 02-065 



1.00 CONDITION 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



3.00 EXTENT 

\ 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
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MISOE NO. 



PROGRAM PRACTICAL MURSIN C 



DIVISION 11 
UNIT 01 
TERMOB NO. 



WOUND CARE 



BANDAGES 



Q2-Q66 



1.00 CONDITION 



( ) 1.01 MEDICAL MANNEQUIN 

( ) 1.02 STUDENT 

( ) 1.03 PATIENT 

( ) 1.04 T-BINDER AND SAFETY PINS 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 

TT ?751 APPLY T"BINDER EMPLOYING THE FOLLOWING PROCEDURE i 



Tl J702 PLACE BELT AROUND PATIENT 
( } 2.03 ARRANGE STRAPS 
( ) 2.04 PIN 



a. 00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME^ 
"O 3701 T-BINDER APPLIED AND DRESSING HELD IN PLACE TO 
^ APPROVAL OF PANEL OF REGISTERED NURSES. TO BE 
COMPLETED WITHIN 5 MINUTES WITH EACH STEP OF PRO- 
CEDURE JUDGED AS SATISFACTORY OR UNSATISFACTORY. 



Yl 575^2 BELT SHOULD BE AT WAIST * 

( ) 3.03 DRESSING SECURE; VERTICAL STRAPS BETWEEN PATIENT'S 

THIGHS AND OVER PERINEUM TO HOLD DRESSING IN PLACE 
( ) 3.04 PINNED SECURELY TO BELT 



ERIC 



^ 



MISOE NO. 



PROGRAM PRACTICAL NURSING DIVISION 11 WOUND CARE _ 

USOE CODE NO(S) UNIT 01 BANDAGES 

TBRMOB NO. Q^-Ofifi 

— . - if 

. 1.00 CONDITION 

* & 

2.0& PERFORMANCE 

GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 

3.00 EXTENT 

GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 




MISOE NO. 



24 V 



PROGRAM PRACTICAL NURSING 



DIVISION 11 
UNIT 01 
TERMOB NO. 



WOUND C^RE 



BANDAGE^ 



02-067 



1.00 CONDITION 



( ) 1.01 MEDICAL ^NEQUIN 

( ) 1.02 STUDENT 

( ) 1.03 PATIENT 

( ) 1.04 BREAST BINDER AND SAFETY PINS 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



2701 APPLY BREAST BINDER EMPLOYING THE FOLLOWING PROCEDURE 



2.02 

2.03 
2.04 
2.05 
2.06 



2.07 
2.08 

2 
2 
2 
2 
2 



10 
11 
12 
13 
14 
2.15 



DRAW CURTAINS AND EXPLAIN USE OF BINDER TO PATIENT; 

RAISE BED TO HIGHEST LEVEL ' 1^ 

POSITION PATIENT ' . ^ 

TURN BACK BEDDING, UNFASTEN GOWN, AND REMOVE SLEEVE 
FOLD HALF OF BINDER AND PLACE CLOSE TO PATIENT 
ASSIST PATIENT TO RAISE UP AND PULL BINDER THROUGH 

WITH CENTER OF BINDER AT MIDLINE OF BACK; LOWER 

PATIENT TO BED 
FOLD GOWN BACK; BRING SIDE OF BINDER OVER BREAST \ 
INSTRUCT PATIENT TO SUPPORT BREAST 
REPEAT SAME PROCEDURE FOR OTHER SIDE 
FOLD ENDS OF BINDER 
PIN 

PIN DARTS 

PIN SHOULDER STRAPS 
REPLACE NIGHTGOWN 
ASCERTAIN COMFORT OF PATIENT 



3.00 EXTENT 



ERIC 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

■pj -3.01 BREAST BINDER APPLIED TO PATIENT COMFORTABLY AND 

CORRECTLY TO APPROVAL OF PANEL OF REGISTERED NURSES. 
TO BE COMPLETED WITHIN 5 MINUTES WITH EACH STEP OF 
PROCEDURE JUDGED AS SATISFACTORY OR UNSATISFACTORY. 

■7-7 — PATIENT PRbPERLY SCREENED? EXPLANATION SIMPLE, CORRECT 

AND AUDIBLE 
( ) 3.03 PATIENT LYING FLAT IN BED 
( ) 3.04 WITHOUT DISCOMFORT TO PATIENT 
( ) 3.05 TOP EDGE SHOULD BE UP TO AXILLA 

( ) 3.06 PATIENT RAISED UP PROPERLY, MINIMUM STRAIN TO PATIENT 

AND TO NURSE 
i J 3.07 PATIENT' S BREAST SUPPORTED WITH HAND. 



iMiii 



( ) 1.01 iteDICAL MANNEQUIN 

{ ) 1.02 STUDENT 

{ ) 1.03 PATIENT 

{) 1.04 BREAST BINDER AND SAFETY PINS 



2.00 PERFORMANCE 



GENERAL STATEM ENT OF PERFORMMJCE AND RESULTING OUTCOME 

-pj j-Ql — AP^LY BREAST BINDER EMPLOYING THE FOLLOWING PROCEDURE! 



TrU% DRAW CURTAINS AND EXPLAIN USE OF BINDER TO PATIENT; 

RAISE BED TO HIGHEST LEVEL 

POSITION patien;, 

TURN BAGI^*feB|U>D^G, UNFASTEN GOWN, AND REMOVE SLEEVE 
FOLD HALF OF BINDER AND PLAGE* CLOSE TO PATIENT 
ASSIST PATIENT TO RAISE UP AND PULL BINDER THROUGH 
WITH CENTER OF BINDER AT MIDLINE OF BACK; LOWER 
PATIENT TO BED 
FOLD GOWN BACK; BRING SIDE OF BINDER OVER BREAST 
INSTRUCT PATIENT TO SUPPORT BREAST 
REPEAT SAME PROCEDURE FOR OTHER SIDE 
^OLD ENDS OF BINDER . 
.PIN 

VP IN DARTS 
PIN SHOULDER STRAPS 
REPLACE NIGHTGOWN 
ASCERTAIN COMFORT OF PATIENT 



( ) 
{ ) 
( ) 
( ) 



{ ) 
( ) 
{ ) 



( ) 
( ) 
( ) 
( ) 



2.03 
2.04 
2:05 
2 . 06 



2.07 
2.08 
2.09 



t )— 2.10 
( ) 2.11 



2.12 
2.13 
2.14 
2.15 



3.00 EXTENT 



GENERAL S TATEMENT OF EXTENT AND EXTENT OB* RESULTING OUTXOME 
( ) 3.01 BREAST CINDER APPLIED TO PATIENT COMFORTABLY AND 

CORRECTLY TO APPROVAL OF PANEL OF REGISTERED NURSES. 
TO BE COMPLETED WITHIN 5 MINUTES WITH EACH ^EP OF 
PROCEDURE JUDGED AS SATISFACTORY OR UNSATISFACTORY. 



n — 3TTJr 



3.03 
3.04 
3.05 
3.06 

3.07 
3.08 
3.09 
3.10 
3.11 

3.12 

3.13 

3.14 
3.15 



ERIC 



"PAtlfiN* PROPbRLY SCREENED; EXPLANATION SIMPLE, CORRECT 
AND AUDIBLE 
PATIENT LYING FLAT IN BED 
WITHOUT DISCOMFORT TO PATIENT 
TOP EDGE SHOULD BE UP TO AXILLA 

PATIENT RAISED UP PROPERLY, MINIMUM STRAIN TO PATIENT 

AND To NURSE 
PATIENT'S BREAST SUPPORTED WITH HAND 
STUDENT SHOULD NOT BE IMPOLITE 
CORRECTLY 

ONE END SHOULD OVERLAP THE OTHER IN THE MIDDLE 

PIN SNUGLY BEGINNING AT LOWER EDGE OF BINDER AND PLACING 

PINS APPROXIMATELY 3 INCHES APART 
BOTTOM SHOULD FIT COMFORTABLY WITH EXTRA FULLNESS 

ELIMINATED 

BREASTS LIFTED UPWARDS AS PINS ARE PLACED IN CENTER OF 
EACH STRAP 

WITHOUT DISCOMFORT TO PATIENT 7/74 
NECESSARY ADJUSTMENTS MADE IF PATIENT UNCOMFORTABLE 

24o 

T-172 



MISOE NO. 



t 



PROGRAM PRACTICAL NURSING 
USOE CODE NO(S) 



1.00 - CONDITION 



2.00 PERFORMANCE 



DIVISION 11 WOUND CARE 
UNIT 01 RawnAftt^s 
TERMOB NO. 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



3.00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

249 



ERIC 



2f3u 



MISOE NO. 



PROGRAM PRACTICAL NURSING 



DIVISION 11 WOUND CARE 
UNIT 



02 DRESSINGS 



TERMOB NO. 02-068 



1.00 CONDITION 

1.01 MEDICAL MANNEQUIN 

1.02 STUDENT 
1.0 3 PATIENT 

1.04 TRAY WITH ANTISEPTIC SOLUTIONS 

1.05 STERILE GAUZE SPONGES AND DRESSINGS AS NEEDED 

1.06 STERILE GLOVES 

1.07 NEWSPAPER 

1.0 8 ADHESIVE TAPE OR MONTGOMERY STRAPS 

1.09 INSTRUMENT KIT 

1.10 CHART 

2.00 PERFORMANCE 



ERIC 



4i: 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 
< ) 2.01 CHANGE SURGICAL DRESSING EMPLOY Ilg-^FOLLOWING PROCEDURES! 



2.02 
2.03 
2.04 
2.05 
2.06 

2.07 
2.08 
2.09 
2. 10 
2. 11 
2.12 
2.13 
2. 14 
2.15 



WASH HANDS 

ASSEMBLE EQUIPMENT AND CARRY TO BEDSIDE 
SCREEN AND DRAPE PATIENT 
SPREAD NEWSPAPER 

OPEN DRESSING SET AND PACKAGES OF SPONGES; REMOVE CAP 

FROM BOTTLE OF ANMISCPTIC 
REMOVE OUTER SOILED DRESSING AND DISCARD 
PUT ON STERILE ^LOVES .* 
POUR SOLUTION 

CLEANSE AREA; DISCARD SPONGES 
COVER WOUND 

REMOVE GLOVES; FASTEN DRESSING 
SOILED DRESSING DISCARDED 

REPLACE EQUIPMENT AND RETURN DRESSING TRAY 
CHART INFORMATION 



3.00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
( ) 3.01 SURGICAL DRESSING CHANGED AND REPLACED WITH STERILE 
MATERIALS TO APPROVAL OF PANEL OF REGISTERED NURSES. 
TO BE COMPLETED WITHIN 30 MINUTES WITH EACH STEP OF 
PROCEDURE JUDGED AS SATISFACTORY OR UNSATISFACTORY. 



( ) 3.02 THOROUGHLY - 
( ) 3.03 ALL NECESSARY EQUIPMENT ASSEMBLED 

( ) 3.04 PATIENT NOT UNDULY EXPOSED AND DRAPED ACCORDING TO 

AREAS UNDERl TREATMENT 
( ) 3.05 ADEQUATE AMOUNT OF PAPER USED, SPREAD ON FOOT OF BED 

. TO RECEIVE SOILED DRESSING 
( ) 3.06 SPONGES NOT CONTAMINATED 

( *) 3*07 WITH HAND GRASPING THE CENTER AND USING AN UPWARD 



1.03 PATIENT? 

1.04 TRAY WITH ANTISEPOftC SOLUTIONS 

1.05 STERILE GAUZE SPONGES AND DRESSINGS AS NEEDED 

1.06 STERILE GLOVES 

1.07 NEWSPAPER 

1.08 ADHESIVE TAPE OR MONTGOMERY STRAPS 

1.09 INSTRUMENT KIT 

1.10 CHART 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 
J~) 2701 CHANGE SURGICAL DRESSING EMPLOYING FOLLOWING PROCEDU 




2.02 WASH HANDS I 

2.03 ASSEMBLE EQUIPMENT AND CARRY TO BEDSIDE 

2.04 SCREEN AND DPJ^E PATIEJJT 

2.05 SPREAD NEWSPAPER 

2.06 OPEN DRESSING SET AND PACKAGES OF SPONGES; REMOVE CAP 

PROM BOTTIiE OF ANTISEPTIC 

2.07 REMOVE OUTER SOILED DRESSING AND DISCARD 

2.08 PUT ON STERILE GLOVES 

2.09 POUR SOLUTION 



2.11 COVER WOUND 

2.12 REMOVE GLOVES FASTEN DRESSING 

2.13 SOILED DRESSING DISCARDED 

2.14 REPLACE EQUIPMENT AND RETURN DRESSING TRAY 

2.15 CHART INFORMATION 



3,00 EXTENT 



GENERAL STATEMENT OF. EXTENT AND EXTENT OF RESULTING OUTCOME 
TT 3701 SURGICAL DRESSING CHANGED AND REPLj|EBP WITH STERILE 
MATERIALS TO APPROVAL OF PANEL OF MffiJlSTERfe'D NURSES. 
TO BE COMPLETED WITHIN 30 MINUTES WITH EACH STEP OF 
PROCEDURE JUDGED AS SATISFACTORY OR UNSATISFACTORY. 



ERIC 



3.02 
3.03 
3.04 

3.05 

3.06 
3.07 

3.08 
3.09 
3.10 
3.11 

3.12 
3.13 

3.14 
3.15 



THOROUGHLY 

ALL NECESSARY EQUIPMENT ASSEMBLED 

PATIENT NOT UNDULY EXPOSED AND DRAPED ACCORDING TO 

AREAS UNDER TREATMENT 
ADEQUATE A1«)UNT OF PAPER USED, SPREAD ON FOOT OF BED 

TO RECEIVE SOILED DRESSING 
SPONGES NOT CONTAMINATED 

WITH HAND GRASPING THE CENTER AND IFSING AN UPWARD 

MOTION, DISCARD ON NEWSPAPER 
GLOVES NOT CONTAMINATED 
KEEPING ONE HAND STERILE 
STARTING AT INCISION AND WORKING OUTWARD,' DISCARD ON PAPER 
-SPONGES NOT MOVED AFTER BEING PLACED ON WOUND; WITH FRESH 

SPONGES AND DRESSINGS USING GLOVE WHICH WAS KEPT STERILE 
SECURELY, WITH ADHESIVE OR MONTGOMERY STRAPS 
WRAPPED IN NEWSPAPER AND DEPOSITED IN WASTE CONTAINER IN 

UTILITY ROOM 

To ^PROPEII~TPIjACE ' 

CORRECT INFORMATION CHARTED INCLUDING TIME, "'/''^ 
CONDITION OF WOUND, AMOUNT AND TYPE OF DRAINAGE, AND 
SUCH TREATMENTS AS REMOVAL OF DRAIN OR SUTURES BY DOCTOR 
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MISOE NO. 

J>ROGRAM PRACTICAL NURSING DIVISION 11 WOUND CARE 



USOE CODE NO(S) " unit 02 DRES61N(35 



TERMOB NO. Q2-Q6fl 



1.00 CONDITION 



2.00 PERFORMANCE- 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



I 




GENERAL STATEMENT OF EXTENT AND EXTENT OF RfilSULTING OUTCOME 

■ ■ ... . , 

21) >^ 



ERIC 



MISOE MO. 



PROGRAM PR?.CTICAL NURSING 



DIVISION 11 WOUND CARE 

UNIT 02 r^pKsfiTNns 
TERMOB NO. 



02-065 



1.00 CONDITION 



1.01 , MEDICAL MANNEQUIN , 

1.02 STUDENT 

1.03 PATIENT WITH NEED FOR PERINEAL CARE 

1.04 SQUEEZE BOTTLE • 

1.05 STERILIZING SOAP 

1.06 DISPOSABLE WIPERS 

-l^JX^ STERILE PERINEAL PADS — 



1.08 NEWSPAPER SQUARE 



2.00 PERFORMANCE 



G ENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 

TT Ol — CLEANSE THE PERINEUM EMPLOYING THE FOLLOWING 

PROCEDURE: 



Tl 2752 REMOVE PERINEAL PAD ! 
( ), 2.03 CLEANSE THE VULVA AND PERINEUM 
( ) 2.04 RINSE AND DRY AREA. 

( ) - 2.05 POSITION PATIENT; CLEANSE BUTTOCKS AND ANAL REGION ^ 
RINSE AND DRY 

( ) 2.06 APPLY STERILE PERINEAL PAD IF NECESSARY AND LEAVE 
PATIENT COMFORTABLE 



3.00 EXTENT 




GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
( ) 3,01 PERINEUM PROPERLY CLEANSED TO APPROVAL OF PANEL OF 

REGISTERED NURSES. TO BE COMPLETED WITHIN 10 MINUTES 
WITH EACH STEP OF PROCEDURE JUDGED AS SATISFACTORY 
OR UNSATISFACTORY. 



J-) 37T72 PAD RllMOVEb FROM FRONT TO BACK AND PLACED ON NEWSPAPER; 

-DRAINAGE NOTED 

) STOl^DISPOSABLE WIPERS, STERILIZING SOAP AND WARM WATER USED 

( ) 3.04 RINSE THOROUGHLY WITH WATER FROM A SQUEEZE BOTTLE OSING 

DISPOSABLE WIPERS 
( ) 3.05 PATIENT ON SIDE; CLEANSE WITH STERILIZING SOAP AND 

WATER, THEN RINSE AND DRY THOROUGHLY 
( ) 3.06 UNCONTAMINATED STERILE PAD APPLIED IF NECESSARY, 

PATIENT COMFORTABLE 

2f)o 



MI SOB NO. : 

PROGRAM PRACTICAL NURSING DIVISION - i'l WOUND CARE 

USOE CODE NO(S) " UNIT 02 DRESSINGS 

TERMOB NO. 02-069 " 



1.00 . CONDITION 



2.00 PERFORMANCE 

GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



3.00 EXTENT 

GENERAL STATEMENT OF. EXTENT AND EXTENT OF RESULTING OUTCOME 

2f)4 

ERLC 



MISOE NO. 



PROGRAM PRACTICAL NURSING 



DIVISION 11 WOUt«y'CARE 
UNIT 02 DRESSINGS" 

TERMOB NO. 02-070 ~ 



1.00 CONDITION 

1.01 
1.02 
1.03 
1.04 
1.05 
1.06 
1.07 
1.08 
1.09 
1.10 
1.11 
1.12 
1.13 



MEDICAL J4ANNEQUIN , 

STUDENT ' 

PATIENT WITH INFECTED WOUND IN ISOLATION 

BED 

EXTRA SHEET 
NEWSPAPER 
DRESSING SET 

STERILIZING SOAP AND WATER 

STERILE GLOVES 

TAPE 

ISOLATION LINEN BAG 

INSTRUMENTS , „.__„ 

CONTAINER OF 1 OZ. STAPHENE TO 1 GAL. WATER 



2.00 PERFORMANCE 



ERIC 



rPNERAL STATEMENT OF P ERFORMANCE AND RESULTING OU TCOME ^„„^„„„ 
fV vM nPESS INFECTED WOUND EMPLOYING THE FOLLOWING PROCEDURE 



2.05 

2.03 
2.04 
2.05 
2.06 
2.07 
2.08 
2.09 
2.10 
2.11 
2.12 
2.13 
2.14 
2.15 



WASH HANDS 
DRAPE SHEET 

SPREAD NEWSPAPER ^ „„r,T,m 

PLACE OPEN SET AND PACKAGES OF SPONGES ON SHEET 
GRASP CENTER OP OUTER SOILED DRESSING AND JjiounRD 
WASH HANDS 

PUT ON STERILE GLOVES 
POUR SOLUTION 
CLEANSE AREA 

COVER WOUND WITH STERILE DRESSING 
REMOVE GLOVES AND DISCARD 
DISCARD SHEET 
WJ^SH HANDS 

SOAK ANY INSTRUMENTS USED _ 



3. 00 EXTENT 



GENERAL STATE M ENT OF EXTENT AND EXTENT' OF RESULTING OUTCO^^ 

J- j-^ INFECTED WOUND DRESSED IN ACCORDANCE WITH ASEPTIC 

TECHNIQUE TO APPROVAL OF PANEL OF REGISTERED NURSES. 
TO BE COMPLETED WITHIN 30 MINUTES WITH EACH STEP OP 
PROCEDURE JUDGED AS SATISFACTORY OR UNSATISFACTORY. 



TT 
( ) 

( ) 
( ) 
( ) 



3.* 03 OVER BEDSIDE; MEDICAL PERSONNEL'S CLOTHING PROTECTED 
FROM CONTAMINATED BED LINEN 

3.04 NEWSPAPER ON SHEET AT FOOT OF BED 

3.05 MATERIALS NOT CONTAMINATED „,^„*«,.„t> ym 

3.06 DRESSING REMOVED USING UPWARD MOTION, DISCARDED IN 





y 


1.02 


( 


) 


1.03 


( 


) 


1.04 


( 


> 


1.05 


( 


) 


1.06 


.( 


) 


1.07 


( 


) 


1.08 


( 


) 


1.09 


( 


) 


1.10 


( 


) 


1.11 


( 


) 


1.12 


( 


) 


1.13 



STUUENT 

PATIENT WITH INFECTED WdHND IN ISOLATION 
BED 

EXTRA SHEET 
NEWSPAPER 
DRESSING SET 

STERILIZING SOAP AND WATER 

STERILE GLOVES 

TAPE 

ISOLATION LINEN BAG 
INSTRUMENTS 

CONTAINER OF 1 OZ. STAPHENE TO 1 GAL. WATER 



2. Op PERFORMANCE 



GENERAL STATEMENT OF PER FORMANCE AND ^S^^^^'.^NG OUTCOME „ . 

t \ 2.01 DRESS INFECTED WOUND EMPLOYING THE FQLLOWiyCi PROCEDURE 



TT ? WASH HANDS 

( ) 2.03 DRAPE SHEET 

( ) 2.^4 SPREAD NEWSPAPER , „„„„„ 

( ) 2.05 PLACE OPEN SET AND PACKAGES OF SPONGES ON SHEET 

( ) 2.06 - GRASP CENTER OF OUTER SOILED DRESSING AND DISCARD 

( ) 2! 07 WASH HANDS 

( ) 2.08 PUT ON STERILE GLOVES 

( ) 2.09 POUR SOLUTION 

( ) 2.10 CLEANSE AREA 

( ) 2 . li COVER WOUND WITH STERILE DRESSING 

( ) 2.12 REMOVE GLOVES AND DISCARD 

( ) 2,13 DISCARD SHEET 

( ) 2.14 WASH HANDS 

( ) 2;, 15 SOAK ANY INSTRUMENTS USED 



3.00 EXTENT 



ERIC 



GENERAL STATE M ENT OF EXTENT AND EXTENT 0^ RESULTING OUTCOME 
( ) 3 01 INFECTED W OUND DRESSED IN ACCORDANCE WITH ASEPTIC 

TECHNIQUE TO APPROVAL OF PANEL OF REGISTERED NURSES. 
TO BE COMPLETED WITHIN 30 MINUTES WITH EACH STEP OF 
PROCEDURE JUDGED AS SATISFACTORY OR UNSATISFACTORY. 



TT 
( ) 



( ) 
( ) 
( ) 
( ) 
( ) 
( ) 



3.03 



( ) 3.04 
( ) 3.05 
( ) 3.06 



3.07 
3.08 
3,09 
3.10 
3.11 
3.12 



( ) 3.13 
( ) ^14 
( ) (3.15 



TH ORO U GHLY 

OVER BEDSIDE; MEDICAL PERSONNEL'S CLOTHING PROTECTED 

FROM CONTAMINATED BED LINEN 
NEWSPAPER ON SHEET AT FOOT OF BED 
MATERIALS NOT CONTAMINATED 

DRESSING REMOVED USING UPWARD MOTION ^ DISCARDED IN , 

NEWSPAPER 
THOROUGHLY 

GLOVES NOT CONTAMINATED 

ONE HAND USED TO POUR, THE OTHER KEPT STERILE I 
AREA CLEANSED STARTING AT INCISION AND WORKING OUTWARD 
USING STERILE GLOVED HAND 

NEWSPAPER TAPED SECURELY AND DISCARDED IN WASTE CON- 
TAINER IN UTILITY ROOM 
SHEET DISCARDED IN ISOLATION LINEN BAG AT BEDSIDE 
THOROUGHLY 7/74 
INSTRUMENTS SOAKED 15 MiNUTES IN SOLUTION 
OF 1 OZ. STAPHENE TO 1 GAL. OF WATER 

T-178 



MtSOE NO* 



PROGRAK PRACTICAL NURSING 
VSOt CODE NO(S) 



DIVISION 11 WOUND CARE 
UNIT 02 D RESSINd5~ 

TERMOB NO. 



1.00 CONDITION 



2.00 PERFORMANCE 

« GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



3.00 EXTENT 



nF.NRtt AL^TATEMENT OF EXTENT AND EXTENT^OFLJBES ULTING OUTCOME 

11} 



2t: 



ERIC 



MISOB HO. ' 



PROGRAM PRACTICAL NURSING ) DIVISION 11 WOUND CARE 

; UNIT 02 BRE55IWG5^ 

* TERMOB NO. 02-071 



1.00 CONDITION 

( y 1,01 PATIENT WITH COLOSTOMY 
( ) 1.02 DRESSING 
{ ) 1.03 NEWSPAPER 
( ) 1.04 VASELINE GAUZE 
( ) 1.05 TISSUES 
( ) 1.06 PATIENT'S SOAP 
tr&^T — M ONT C OME R¥^S^gRAPS 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 
( ) 2.61 CHANGE A COLOSTOMY DRESSING EMPLOYING THE FOLLOWING 
PROCEDURE: ' 

^^"5 2.ai REMOVE SOILED DRESSING AND DISCAilD T " 

( ) 2.03 CLEAN DISCHARGE 

( ) 2.0^ WASH AREA 

( ) 2.05 PROTECT IRRITATED SKIN 

( ) 2.06 APPLY DRESSING 

( ) 2.07 REPLACE MONTGOMERY STRAPS 

( ) 2.08 CHART INFORMATION 

3.00 EXTENT 



GENERAL ST ATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

COLOSTOMY DRESSING PROPERLY CHANGED TO APPROVAL OF 



3.03 
3.04 
3.05 
3.06 
3.07 
3.08 



PANEL OF REGISTERED NURSES. TO BE COMPLETED WITHIN 15 
MINUTES WITH EACH STEP OF PROCEDURE JUDGED AS SATIS*- 
FACTORY OR' UNSATISFACTORY. 



SOILEb DRESSINGS PLACED ON NEWSPAPER 
DISCHARGE CLEANSED WITH TISSUES 

AREA WASHED THOROUGHLY WITH PATIENT'S SOAP AND WASH CLOTH 
IRRITATED SKIN PROTECTED WITH OINTMENT ORDERED BY DOCTOR 
NEATLY 

MONTGOMERY STRAPS REPLACED P.R.N. 

CORRECT INFORMATION CHARTED INCLUDING AMOUNT AND NATURE 
OF DISCHARGE 



ERIC 



iiiiiiiiiiiii^^ 



MISOE NO. 



PROGRAM PRACTICAL NURSING ' DIVISION H WOUND CARE 

USOE C0D5 NO(S) UNIT 02 DRESSINGS'" 

% " ■ ~" TERMOB NO. 02-071 ~~ 



l.Od CONDITION 



2*00 PERFORMANCE 

GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 

■4 ' 



3,00 EXTENT 

GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 




MISOE NO. 



260 



PROGRAM PRACTIGAL NURSING 



DIVISIOI312 TEMPERATURE CONTROLLE D 

APPLICATIONS 

01 



UNIT 
TERMOB NO. 



HOT 



02-072 



1.00 CONDITION 



1? 



1.01 
1.02 
1.03 
1.04 
1.05 



MEDICAL MANNEQUIN 

STUDENT 

PATIENT 

HOT WATER-BOTTLE ANJ3 COVER 
BATH THERMOMETER 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTC0ii|E '^^ 
Tl 2T0I APPLY HOT WATER BOTTLE TO PATIENT EMPLOYING THE 
FOLLOWING PROCEDURE: 



TT 575^ ASSEMBLE EQUIPMENT * 
( ) 2.03 T?ST HOT WATER BOTTLE FOR DEFECTS 
{ ) 2.04 TEST TEMPERATURE OF WATER; WATER SHOULD NEVER BE 

* WARMER THAN 125* F.? FILL HOT WATER BOTTLE 
( ) 2.05 LAY BOTTLE FLAT UNTIL WATER REACHES THE MOUTH AND 

FASTEN FLAPS 
( ) 2.06 DRY OUTSIDE OF ^OTTLE 

( ) 2.07 COVER BOTTLE AND CARRY TO BEDSIDE ^ 

( ) 2.08 SCREEN PATIENT; EXAMINE AREA WHERE BOl-l'iiE IS TQ BE 
APPLIED; REPORT ANY SIGNS OF INTENSE OR PROLONGED 
HEAT; IF AREA APPEARS NORMAL, APPLY AS ORDERED 

( ) 2.09 REFILL BOTTLE AS ORDERED 

( ) 2.10 STORE IN PROPER PLACE AFTER USE 

( ) 2.11 CHART INFORMATION 



3.00 EXTENT 



ERIC 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
( ) 3.01 HOT WATER PREPARED, APPLIED, AND RETURNED TO APPROVAL 
OF PANEL OF REGISTERED NURSES. TO BE COMPLETED WITHIN 
5 MINUTES WITH EACH STEP OF PROCEDURE JUDGED AS SAT- 
ISFACTORY OR UNSATISFACTORY. 



T 

( 



j;02 CORRECT EQUlP^feM lg AggMLfif) 



3.03 BOTTLE FILLED WITH WATER, FLAPS FASTENED AND INVERTED 

TO TEST FOR LEAKS 

3.04 TEMPERATURE NOT HIGHER THAN 125* F. ; BAG, 1/2 TO 3/4 FULL 

3.05 NO VISIBLE AIR POCKETS 

3.06 THOROUGHLY 

3.07 BOTTLE WELL COVERED 

3.08 ANY ABNORMAL SIGNS REPORTED 

3.09 ORDERS FOLLOWED 



MilMiiiil 



mm 



) 1.02 STUDENT 

) 1.03 PATIENT 

) 1.0 4 HOT WATER BOTTLE AND COVER 

) 1.05 BATH THERMOMETER 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 
T~5 2701 APPLY HOT WATER BOTTLE TO PATIENT EMPLOYING THE 
FOLLOWING PROCEDURE: 



TT 
( ) 
( ) 



( ) 
( ) 
( ) 



2.02 
2.03 
2.04 



( ) 2.05 



2.06 
2.07 
2.08 



2.09 
2.10 
2.11 



ASSEMBLE EQUIPMENT 

TEST HOT ^ATER BOTTLE FOR DEFECTS 

TEST TEMPERATURE OF WATER; WATER SHOULD NEVER BE 

'>»fARMER THAN 125° F. ; FILL HOT WATER BOTTLE 
LAV BOTTLE FLAT UNTIi^TER REACHES THE MOUTH AND 

FASTEN FLAPS 
DRY OUTSIDE OF BOTTLE 
COVER BOTTLE AND CARRY TO BEDSIDE 

SCREEN PATIENT; EXAMINE AREA WHERE BOTTLE IS TO BE 
APPLIED;, REPORT ANY SIGNS OF INTENSE OR PROLONGED 
HEAT; IF AREA APPEARS NORMAL, APPLY AS ORDERED 

REFILL BOTTLE AS ORDERED 

STORE IN PROPER PLACE AFTER USE 

CHART INFORMATION 



3.00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OP RESULTING OUTCOME 
7~J JTOI HOT WATER PREPARED, APPLIED, AND RETURNED TO APPROVAL 
OF PANEL OP REGISTERED NURSES. TO BE COMPLETED WITHIN 
5 MINUTES WITH EACH STEP OF PROCEDURE JUDGED AS SAT- 
ISFACTORY OR UNSATISFACTORY. 



3.02 CORRECT EQUIPMENT ASSEMBLED ' 

3.03 BOTTLE FILLED WITH WATER, FLAPS FASTENED AND INVERTED 

TO TEST FOR LEAKS 

3.04 TEMPERATURE NOT HIGHER THAN 125" F. ; BAG 1/2 TO 3/4 FULL 

3.05 NO VISIBLE AIR POCKETS 

3.06 THOROUGHLY 

3.07 BOTTLE WELL COVERED ^ 
3.0 8 ANY ABNORMAL SIGNS REPORTED 

3.09 ORDERS FOLLOWED 

3.10 BOTTLE RINSED, INFLATED, AND SEALED BEFORE STORAGE 

3.11 CORRECT ^INFORMATION CHARTED INCLUDING TIME APPLIED OR 

RENEWED, AREA TO WHICH APPLIED, PATIENT'S REACTION 
AND SlGNi^TURE 

261 



7/74 



ERIC 



T-182 



MISOE NO. 



PPDGRAM fRACTICAL NURSING 
USOE CODE NO(S) 



DIVISION 12 TEMPERATURE CONTROLLED 

, APPLI CATIONS 
UNIT 



HOT 



TERMOB NO. 

i 



02-072 



1.00 CONDITION 



2.00 PERFORMANCE 



r,F.MF.RAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



3.00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING .T^TCOME 



2G 



ERIC 



r . 



MISOE NO. 



PI«DGRAM PRACTICAL NURSIN G 



DIVISION 12 T EMPERATURE CONTROLLE D 

APPLICATIONS 
UNIT 01 HOT 



TERMOB NO. 



Q2 -0 73 



1.00 CONDITION 



ERIC 



1.01 MEDICAL MANNEQUIN 

1.02 STUDENT 

1.03 PATIENT 

1.04 SOLUTION BASIN 

1.05 GAUZE (4 X 4) • 

1.06 SARAN WRAP 

1.07 GLOVES 

1.08 TOWELS 

1.09 BINDERS 

1.10 SOLUTION AS ORDERED 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 

-pj 2701 — APPLY HOT WET COMPRESS EMPLOYING THE FOLLOWING 

PROCEDURE : " r ' 



Tl ^702 WRING OUT GAUZE 

( ) 2.03 APPLY HEATED, WET GAUZE TO AFFECTED AREA 

( ) 2.04 COVER WITH SARAN WRAP 

{ y 2.05 COVER WITH TOWEL OR BINDER * 



3.00 EXTENT 



1 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

J-) S.Ol HOT WET compress OF CORRECT SOLUTION SAFELY APPLIED 

TO PATIENT TO APPROVAL OF PANEL OF REGISTERED NURSES 
TO BE COMPLETED WITHIN 10 MINUTES WITH EACH STEP OF 
PROCEDURE JUDGED AS SATISFACTORY OR UNSAT];§FACTORY. 




1752 GAUZE WRUNG THOROUGHLY USING GLOVES 

( ) 3.0 3 CAREFULLY 

( ) 3.04 COMPLETELY 

{ ) 3.05 THOROUGHLY <CbO 



MISOE NO. 



PROGRAM PRACTICAL NURSING DIVISION 12 TEMPERATURE CONTROLLED 

~" ~ APPLICATIONS 

U^OE CODE NO(S) UNIT 01 ' HOT _Z 

. TERMOB NO. 02^073 



1. 00 CONDITION 



2.00 PERFORMANCE 

GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



3 . 00 EXTENT 

/ 

GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 



2U'£ 



ERJC • 



MISOE NO. 



PROGRAM PRACTICAL NURSING 



DIVISI0N12 TEMPERATURE CONTROLLED 
UNIT 01 ~ 
TERMOB NO. 02-074 



APPLICATIONS 
HOT 



1.00 CONDITION 



1.01 

1.02 

1.03 

1.04 

1.05 

1.06 

1.07 

1.08 

1.09 

1.10 

l.ll' 

1.12 



MEDICAL MANNEQUIN 

STUDENT 

PATIENT 

CHART 

TUB OF WATER 
BATH BLANKET 
RUBBER RING 
BED PAD 

TWO BATH TOWELS 
SAFETY PINS 
STOOL OR CHAIR 
WHEELCHAIR IF NECESSARY 



2.00 PERFORMANCE 



GENEiRAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOtE 

-(-J JTTJI ADMINISTER SITZ BATH EMPLOYING THE FOLLOWING PROCEDURE! 



TT JT^ FILL THE TUB 
( ) 2.03 PUT RUBBER RING IN THE TUB 
( ) 2.04 REMOVE PATIENTS S ROBE, SLIPPERS AND GOWN 
{ ) 2.05 PIN BATH BLANKET AROUND SHOULDERS AND ASSIST PATIENT 
INTO TUB 

( ) 2.06 LET PATIENT REMAIN IN TUB FOR TWENTY MINUTES OR AS 
ORDERED; LEAVE HAND BELL WITH PATIENT 

I ) 2.07 ASSIST PATIENT OUT OF TUB TO CHAIR OR STOOL COVERED 
WITH BATH TOWEL 

( ) 2.08 DRY PATIENT 

( ) 2.09 REPLACE DRESSING IF NECESSARY 

( ) 2.10 HELP PATIENT TO WHEELCHAIR IF USED AND BACK TO BED 
( ) 2.11 EMPTY TUB, CLEAN IT AND LEAVE ROOM IN ORDER 
( ) 2.12 CHART INFORMATION 



3.00 EXTENT 




GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
J~J 3.01 SITZ BATH ADMINISTERED SAFELY FOR TIME PERIOD ORDERED 
TO APPROVAL OF PANEL OF REGISTERED NURSES. TO BE _ 
COMPLETED WITHIN 20 MIldJTES* WITH EACH STEP OF PRO- 
CEDURE JUDGED AS SATISFACTORY OR UNSATISFACTORY. 



Tl 3.6i TUB 1/3 TO 1/2 FULL OF WATER A^ 100' TO 110" F. 
( ) 3.03 IN COMFORTABLE POSITION FOR PATIENT; COVERED WITH 



BED PAD 



iWii^iMiiiiiiiiiii 



1.01 MEDICAL MANNEOUIN 

1.02 STUDENT 

1.03 PATIENT 
1.04 > CHART 

1.05 TUB OF WATER 

1.06 BATH BLANKET 

1.07 RUBBER RING 

1.08 BED PAD 

1.09 TWO BATH TOWELS 

1.10 SAFETV PINS 

1.11 STOOL OR CHAIR 

1.12 WHEfiLCHAIR IF NECESSARY 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OgTjCqME 

J~) JTUI ADMINISTER SITZ BATH EMPLOYING THE FOLLOWING PROCEDURE: 



TT J7?J2 FILL THE TUB ' 
{ ) 2.03 PUT RUBBER RING IN THE TUB 
( ) 2.04 REMOVE PATIENT'S ROBE, SLIPPERS AND GOWN 
( ) 2.05 PIN BATH BLANKET AROUND SHOULDERS AND ASSIST PATIENT 
INTO TUB 

( ) 2.06 LET PATIENT REMAIN IN TUB FOR TWENTY MlINUTES OR AS 
ORDERED; LEAVE HAND BELL WITH PATIENI? 

( ) 2.07 ASSIST PATIENT OUT OF TUB TO CHAIR OR STOOL COVEJRED 
WITH ^ BATH TOWEL 

( ) 2.08 DRY PATIENT 

( ) 2.09 REPLACE DRESSING IF NECESSARY 

( ) 2.10 HELP PATIENT TO WHEELCHAIR IF USED AND BACK TO BED 
( ) 2.11 EMPTY TUB, CLEAN IT AND LEAVE ROOM IN ORDER 
( ) 2.12 CHART INFORMATION 



3.00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXtBWt^F RESULTING OUTCOME 
f"J 3701 SITZ BATH ADMINISTERED SAFELY FOR TIME PERIOD ORDERED 
TO APPROVAL OF PANEL OF REGISTERED NURSES. TO BE 
COMPLETED WITHIN 20 MINUTES WITH EACH STEP, OF PRO- 
CEDURE JUDGED AS SATISFACTORY OR UNSATISFACTORY. 



ERIC 



3.02. TUB 1/3 TO 1/2 FULL OF WATER AT 100" TO 110" F. ' 

3.03 IN COMFORTABLE POSITION FOR PATIENT; COVERED WITH 

BED PAD 

3.04 PATIENT COMPLETELY DISROBED 

3.05 CAREFULLY 

3.06 HAND BELL WITHIN EASY REACH OF PATIENT 

3.07 CAREFULLY 

3.08 THOROUGHLY 

3.09 NEATLY 

3.10 BEING CAREFUL NOT TO PUT STRAIN ON BACK 

3.11 CLEAN TUB THOROUGHLY 

3.12 CORRECT INFORMATION CHARTED INCLUDING TREATMENT AND 

TIME , AND ANY UNTOWARD EFFECTS ON PATIENT 7/74 



2Bb 

T-186 



Q 



MISOE NO. 



PROGRAM PRACTICAL NURSING ' DIVISION 12 ^^^^^^^ 
CSQg CODE NO(S) : UNIT 01 HOT / 



TERMOB NO. 02*074 



1.00 CONDITION 



2.00 PBRFORMAMCE 

GftiERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



3,00 EXTENT 



GBNElOtfi STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

28 1 



ERIC 



MISOE NO. 



PROGRAM PRACTICAL NURSING 



1.00 CONDITION 

( ) 1.01 MEDICAL MANNEQUIN 

( ) 1,02 STUDENT 

( ) 1.03 PATIENT 

( ) 1.0 4 HYDROCOLLATOR PACK 

( ) 1.05 PACK COVER OR 

( ) 1.06 TOWELS 

( ) 1.07 BED PROTECTOR AS NEEDED 

( ) 1,08 CHART 



DIVISION 12 TEMPERATURE CO NTROLLE D 

AfPLlUA ' i ' iUNb 

UNIT 01 HOT 



TERMOB NO. 02-075 



2,00 * PERFORMANCE 



GENERAL STATEMENT OF PE RFORMANCE AND RESUL TING OUTCOME 
f?VM APPLY HYDROCOLLATOR PACK USING COVEIR EMPLO YING THE 
FOLLOWING PROCEDURE: 



TT?^ — EXPLAIN PROCEDURE TO PATIENT ^ 
2.03 OBTAIN PATIENT'S PERSONAL PACK COVER 
2,0 4 REMOVE PACK FROM HYDROCOLLATOR MACHINE 

2*06 INSTRUCT^PATIENt'^THAT HE SHOULD PEEL QUITE WARM, BUT 
SHOULD NOT HAVE BURNING SENSATION „„„„„^„,p^ 

2,07 IF SKIN BECOMES UNDULY RED, REMOVE PACK AND REPORT 
THIS TO CHARGE NURSE 

2 08 REMOVE PACK IN 20 MINUTES, UNLESS OTHERWISE ORDERED 

5*09 DRY AREA AND ASCERTAIN COMFORT OF PATIENT 

2:10 REPLACE J'ACK TO MACHINE AFTER USE AND FOLLOW INSTRUCT- 
IONS TAPED ON MACHINE 

2,11 KEEP PACKS COVERED WITH WATER AT ALL TIMES 

2! 12 CHART INFORMATION 



3.00 EXTENT 



ERIC 



rFNPRAL STATEMENT OF EXTEN T AND EXTENT OF RESULTIN G OUTCOME 
GENERAL STATEMENT Of^b PACK SAFELY APPLIED FOR dORRECT TIM E 

^ PERIOD TO APPROVAL OF PANEL OF REGISTERED NURSES. 

TO BE COMPLETED WITHIN 5 MINUTES WITH EACH STEP OF 
PROCEDURE JUDGED AS SATISFACTORY OR UNSATISFACTORY. 

{) 3,0^ Explanat ion SIMPLE, CORRECT -AND CLEAR ~ 

( ) 3,0 3 PROPER COVER obtained 

\ \ l-Ts ™ ?H?CKNEsl1lDE ON PARENT, PIBECTLY ON AREA TO 
I ; j,u3 uuuo j^oy PLAGE OVER GOWN OR PAJAMAS; AVOID 

I^T^f cSoTHING OR BED L PACK ON PATIENT, 

NOT PATIENT ON PACK; DO NOT PUT RUBBER SHEET BETWEEN 
PATIENT AND PACK; DO NOT USE LUBRICANT 
2.06 INl^^Sgj^of glSg^Y- STATED AND SPOKEN CLEARM 



liiittMiiiii 



iiiiili 



( ) 1.03 PATIENT 

( ) 1.04 HYDROCOLLATOR PACK 

( ) 1.05 PACK COVER OR 

( ) 1.06 TOWELS . 

{ ) 1.07 BED PROTECTOR AS NEEDED 

( ) 1.08 CHART / 



2,00 PERFORMANCE 



GPNERAL STATEMENT OF P ERFORMANCE AND RESU LTING OUTCOME 
ffTftV A;!>T.Y HYDROCOLLATOR PACK USING COVEfe EMPU)!^ING THE 
;■ FOLLOWING PROCEDURE: 



TT 
( ) 
( ) 
( ) 
( ) 



2.03 
2.04 

2.06 



( ) 2.07 



( 
( 
( 

( 
( 



) 2.08 

) 2.09 

). 2.10 

) 2.11 
) 



EXPLAIN PROCEDURE TO PATIE^,- 
OBTAIN PATIENT'S PERSONAL PACK COVER 
REMOVE PACK FROM H|DR0C0LLAT0R MACHINE 

INSTRUCT^PATIENT T^AT HE SHOULD FEEL QUITE WARM, BUT 

SHOULD NOT HAVE BURNING SENSATION «„„^«a^ 
IF SKIN BECOMES UNDULY RED, REMOVE PACK AND REPORT 

THIS TO CHARGE NURSE , „^ «r„.c.r,T.,^ 

REMOVE PACK IN 20 MINUTES, UNLESS OTHERWISE ORDERED 
DRY AREA, ASCERTAIN COMFORT OF PATIENT 
REPLACE l3K TO MACHINE AFTER USE AND FOLLOW INSTRUCT- 
, IONS TSPeIIgN MACHINE 

KEEP^^IiitS COVERED WITH WATER AT ALL TJMES 



2'.12*j^CHA^ INFORMATION 



3.00 EXTENT 



rPNPPAL STATEMENT OF EXTENT A ND EXTENT OF RESULT ING OUTCOME 
GENERAL STATEMENT OF^EX ^^^^ u^^^^ ^^^^^^ FOR CORRECT TIME 

^ ^ PERIOD TO APPROVAL OF PANEL OF REGISTERED NURSES. 

TO BE COMPLETED WITHIN 5 MINUTES WITH EACH STEP OF 
PROCEDURE JUDGED AS SATISFACTORY OR UNSATISFACTORY. 



TT 
{ \ 
( ) 
( ) 



( ) 

(. ) 

( ) 

( ) 

( ) 

( ) 

( ) 



3.03 
3.04 
3.05 



3.06 
3.07 
3.08 
3.09 
3.10 

3.11 
3.12 



"EXPLANATION SIMPLE, CORRECT AND CLEAR 
PROPER COVER OBTAINED 

dSSbLE ?HlGK^sf SIDE ON" PATIENT, DIRECTLY ON AREA TO 
BE TREATED -DO NOT PLACE OVER GOWN OR PAJAMAS; AVOID 
WETTING CLOTHING OR BED LINEN; PLACE PACK ON PATIENT, 
NOT PATIENT ON PACK; DO NOT PUT RUBBER SHEET BETWEEN 
PATIENT AND ?ACK; DO NOT USE LUBRICANT 

INSTRUCTION SIMPLY STATED AND SPOKEN CLEARLY 

STUDENT WILL NOTICE SKIN IF IT IS REDDENED 

PACK REMOVED AT CORRECT TIME 

AREA DRIED THOROUGHLY 

PACK REPLACED IMMEDIATELY; INSTRUCTIONS FOLLOWED 
CAREFULLY 

COMPLETELY COVER PACKS „„,„^„„ 
CORRECT INFORMATION CHARTED INCLUDING TIME AND DURATK)N, 

REGION TO WHICH APPLIED, CONDITION OF SKIN AND EFFECT 
! ON PATIENT 

2BJ 



ERIC 



T-188 



MISOE NO. 



PROGRAM PRACTICAL NURSING 
USOE CODE NO(S)' " 



1. 00 CONDITION 



DIVISION 12 T EMPERATURE CONTROLLED 
APPLICATI0M5 

01 - 



UNIT 
TERMOB NO. 



HOT 



02-075 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND REgj|iTlNG OUTCOME 



4 

3*00 EXTENT 

« 

GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

i 



MISOE NO. 



PROGRAM PRACTICAL NURSIN G . DIVISION' 12 TEMPERATURE CONTROtLE D 

. . • APPLICATIONS 

UNIT 07 COLD 

TERMOB NO. 02-076 



1.00 CONDITION 

( ) 1.01 MEDICAL MANNEQUIN 

( ) 1.02 STUDENT 

( ) 1.03 PATIENT 

( ) 1.04 BASIN CONTAINING 70% ALCOHOL AND WATER MIX 

( ) 1.05 WASH CLOTHS \ 

( ) 1.06 BATH TdWEL . S 

( ) 1.07 ICE CAP AND COVER \ 

( ) 1.08 HOT WATER BOTTLE AT 110" WITH COVER 

( ) 1.09 THERMOMETER 

( ) 1.10 LARGE BASIN OF ICE 

{ ) 1.11 BEDSIDE NOTES 



2.00 PERFORMANCE 



GENERAL STAT EMENT OF PERFORMANCE AND RESULTING OUTCOtfe 

-pj 575T[ — GIVE AN ALCOHOL SPQNGE BATH EMPLOYING THE pFOLLOWING 

^ PROCEDURE: | 

( ) 2.02 — Me TEMPERATURE/ PULSE, RESPIRATIONS I 

( ) 2.03 CLEAR BEDSIDE TABLE, CLOSE WINDOW | 

( ) 2.04 REMOVE PATIENT'S GOWN { 

( ) 2.05 BRING TRAY TO BEDSIDE; PLACE BASIN WITH ALCOHOL AND 

WATER INSIDE BASIN OF ICE | 
( ) 2.06 POSITION ICE CAP AND HOT WATER BOTTLE j 
( ) 2.07 WRING OUT ONE PACE CLOTH IN SOLUTION AND PLACE ON 

ABDOMEN I 
( ) 2.08 WRING OUT FOUR FACE CLOTHS AND PLACE ONE II? EACH AXILLA 

AND ONE IN EACH GROIN? CHANGE PADS P.R.N.S 
( ) 2.09 WRING OUT SIXTH FACE CLOTH AND USE IT FOR ^PONGING PATIEN' 
( ) 2.10 CHANGE CLOTH ON ABDOMEN DURING TREATMENT | 
( ) 2.11 CONTINUE SPONGE BATH I 
( ) 2.12 REMOVE BATH BLANKET AND COVER PATIENT WITH sTOP BEDDING; 

REPLACE GOWN | 
( ) 2,13 TAKE AND RECORD TEMPERATURE, PULSE AND RESI^IRATIONS 
( ) 2.14 REMOVE ICE BAG; RECORD INFORMATION | 



I 



I! 
i! 

I 




ERIC 



MiSOE NO. 



PROGRAM PRACTICAL NURSING DIVISION 12 (TEMPERATURE CONTROLLED 

' APPLICATIONS 

USOE CODE NO(S) " ~ UNIT 02 COLD 

: TERMOB NO. 02"076 



1.00 CONDITION 



2.00 PERFORMANCE 

GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



272 



ERIC 



MISOE NO. 



PROGRAM PRACTICAL NURSING 



DIVISION 12 TEMPERATURE CONTROLLED 

APPLICATIONS 
UNIT 02 COLD ■ 



TERMOB NO. 



02-076 (CONT'D) 



3.00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
(5 3.6l ALCOHOL BATH GIVEN PROPERLY AND PERTINENT DATA 

RECORDED TO APPROVAL OF PANEL OF REGISTERED NURSES. 
TO BE COMPLETED WITHIN 30 MINUTES WITH EACH STEP OF 
PROCEDURE JUDGED AS SATISFACT^KST OR UNSATISFACTORY. 



3.02 ACCURATELY 

3.03 NO DRAFTS, WORKING AREA CLEARED 

3.04 WITHOUT DISCOMFORT TO PATIENT 

3.05 TRAY COMFORTABLE DISTANCE FROM BED 

3.06 HOT WATER BOTTLE COVERED AND PLACED AT FEET? ICE CAP 
AT HEAD OF PATIENT 

3.07 FACE CLOTH WRUNG OUT AND PLACED ON ABDOMEN 

3.08 CLOTHS CHANGED AS THEY BECOME WARM 

3.09 NECK, ARMS, CHEST, LEGS, BACK RUBBED WITH SOME FRICTION 

3.10 CLOTH CHANGED THREE OR FOUR TIMES 

3.11 FOR 10 MINUTES, ANY MARKED CHANGES IN PATIENT'S 
CONDITION NOTED 

3.12 PATIENT NOT DRIED EXCEPT BY EVAPORATION 

3.13 1/2 HOUR; ALL INFORMATION CORRECT AND RECORDED 
ACCORDING TO RULES FOR CHARTING 

( ) 3.14 ALL INFORMATION CORRECT AND RECORDED ACCORDING TO 

RULES FOR CHARTING INCLUDING: TIME AND TREATMENT, 
TEMPERATURE BEFORE AND AFTER TREATMENT, AND 
REACTION OP PATIENT 



MISOE MO. 



PROGRAM PRACTICAL NURSING / 



USOB CODE NO(S) 



Z 



DIVISION 12 
UNIT 02 
TERMOR NO. 



3.00 EXTENT 



TEMPERATURE CONTROLLED 
APPLICATIONS 



COLD 



02-07^ (pO^JT'D) 



GENERAL STATEMENT OP EXTENT AND EXTENT OF RESULTING OUTCOME 



\ 



ERIC 



MISOE NO. 



27ii 



PROGRAM PRACTICAL NURSING 



DIVISION 12 TEMPERATURE CONTROLLE D 

APPLICATIONS 

UNIT 



02 

'TERMOB NO. 



COLD 



6i-077 



1.00 CONDITION 

1.01 
1.02 
1.03 
1.04 
1.05 
1.06 



MEDICAL MANNEQUIN 
STUDENT 

patieiSt ^ ' 

ICE BAG WITH COVER OR TOWEL 
ICE 

BASIN FOR ICE 



1.07 CHART 



2.00 PERFORMANCE 



GENERAL STA TEMENT OF PERFORMANCE AND RESULTING OUTCOME 

—) 2.01 APPLY ICE BAG EMPLOYING THE FOLLOWING PROCEDURE; 



f-J TEST ICE BAG F6R DEF ECTS; IF NO LEAKS ARE FOUND, EMPTY 

AND USE 
( ) 2.03 FILL ICE BAG 

( ) 2.04 EXPEL AlRlAND CLOSE THE TOP 
( i 2.05 DRY OUTSIDE OF BAG 

( ) 2.06 PLACE FILLED ICE BAG IN COVER OR TOWEL 
( ) 2.07 CARRY TO PATIENT AND EXPLAIN PROCEDURE 

( ) 2.08 CHECl^AREA FOR ADVERSE -SIGNS; IF AREA APPEARS NORMAL, 

APPLY ICE BAG AS ORDERED 
( ) 2 09 IF AREA BECOMES PURPLE OR MOTTLED (DENOTING IMPAIRED 

CIRCULATION) , ICE BAG SHOULD BE REMOVED AND HEAD , 

NURSE OR DOCTOR NOTIFIED 
( ) 2.10 EMPTY CONTENTS -FROM BAG AFTER USE, ^ RINSE, INFLATE, 

CLOSE TOP AND RETURN 
( ) 2.11 CHART., INFO^RMATI ON 



3.00 EXTENT 



ERIC 



GENERAL ST ATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

3701 ICE BAG PROPERLY APPLIED TO APPROVAL OF PANEL OF 

REGISTERED NURSES. TO BE COMPLETED WITHIN 5 MINUTES 
WITH EACH STEP OF PROCEDURE JUDGED AS SATISFACTORY v, 
OR UNSATISFACTORY. .. 



TT — 3TTJT 



3.03 
3.04 
•3.05 
3.06 
3*07 

A-,»...^a Afl... 



ICE BAG TESTED BY FILLING WITH WATER, STOPPERING, AND 

INVERTING FOR SEVERAL SECONDS \ 
ICE BAG 1/2 TO 2/3 FULL 
ALL AIR BUBBLES EXPELLED ^ 
THOROUGHLY < 
RUBBER SURFACE NOT EXPOSED 
EXPLANATION SIMPLE', CORRECT AND CLEAR 



iHiiii 



1.02 STUDENT 

1.03 PATIENT 

1.04 ICE BAG WITH COVER OR TOWEL 

1.05 ICE 

1.06 BASIN FOR ICE 

1.07 CHART 



2. do PERFORMANCE 



GENER AL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 

Yl 2.01 APPLY ICE BAG EMPLOYING THE FOLLOWING PROCEDURE : 



( ) 2.02 TEST ICE BAG FOR DEFECTS; IF NO LEAKS ARE FOUND, EMPTY 

AND USE . . 

( ) 2.03 FILL ICE BAG 

( ) 2.04 EXPEL AIR AND CLOSE THE TOP 
( i 2.05 DRY OUTSIDE OF BAG 

( ) 2.06 PLACE PILLED ICE BAG IN COVER OR TOWEL 
( > 2.0 7 CARRY TO PATIENT AND EXPLAIN PROCEDURE 

( ) 2.08 CHECK AREA FOR ADVERSE SIGNS; IF AREA -APPEARS NORMAL, 

APPLY ICE BAG AS OltDERED 
( ) 2.09 IF AREA BECOMES PURPLE OR MOTTLED (DENOTING IMPAIRED 

CIRCULATION) , ICE BAG SHOULD BE REMOVED AND HEAD 

NURSE OR DOCTOR NOTIFIED 
( ) 2.10 EMPTY CONTENTS FROM BAG AFTER USE, RINSE, INFLATE, 

CLOSE TOP AND RETURN 
( ) 2.11 CHART INFORMATION 



3.00 EXTENT 



GENE RAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

7— J 3701 ICE BAG PROPERLY APPLIED TO APPROVAL OF PANEL 'OF 

REGISTERED NURSES. TO BE COMPLETED WITHIN 5 MINUTES 
WITH EACH STEP OF PROCEDURE JUDGED AS SATISFACTORY 
OR UNSATISFACTORY. 



^-J 3X02 icE BAG ^E6TE! D by FILtiING WATER, STOPPERING, AND 

^—""^^ INVERTING FOR SEVERAL SECONDS 
ICE BAG 1/2 TO 2/3 FULL 
ALL AIR BUBBLES EXPELLED 
THOROUGHLY 

RUBBER SURFACE NOT EXPOSED 
EXPLANATION SIMPLE, CORRECT AND CLEAR 
BAG NOT APPLIED IF ANY ADVERSE SIGNS ARE PRESENT 
IF ANY PURPLING OR MOTTLING IS PRESENT, BAG REMOVED 

AND HEAD NURSE OR DOCTOR NOTIFIED 
INFLATED BAG RETURNED TO PROPER PLACE AFTER RINSING 

IN CLEAR WATER 
CORRECT INFORMATION CHARTED INCLUDING TIME APPLIED OR 
RENEWED, AREA TO WHICH APPLIED, PATIENT'S REACTION 
AliD SIGNATURE 



( ) 
( ) 



3.03 
3.04 
3.05 
3.06 
3.07 
3.08 
3.09 



( ) 3.10 
( ) 3.11 



27b 



7/74 



ERIC 



T-194 



PROGRAM PRACTICAL NURSING 
USOE CODE NO(S) 



1.00 CONDITION 



2*00 PERFORMANCE 



MISOE NO. 



DIVISION 12 TEMPERATURE C0H3TOLLED 

APPLICATIOIjS 

UNIT 



02 

TERMOB NO. 



COLD 



02-077 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



• 1 



3.00 EXTENT . 



CENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

0 



ERIC 



MISOK NO. 



PROGRAM PRACTICAL NURSING 



DIVISION 12 TEMPERA TURE CONTROLLED 

APPLICATIONS! — 

UNIT 



02 

TERMOB NO., 



COLD 



n;?-n7R 



1.00 CONDITION 



1.01 
1.02 
1.03 
1.04 
1.05 
1.06 
1.07 



MEDICAL MANNEQJJIN 

STUDENT 

PATIENT 

SOLUTION AS ORDERED 
SOLUTION BASIN WITH ICE 
GAUZE (4 X 4) 
ICE BAG OR CAP 



2.00 PERFORMANCE 



GENERAL STAT EMENT OF PERFORMANCE AND RESULTING OUTCOME 

7— J 57?JI — APPLY COfcP WET COMPRESS EMPLOYING THE F01.I.UWING 

PRSCedurIR 



Tl j7?r2 PLto GAUZE IN ICED SOLUTION 

( ) 2.03 WRING GAUZE ^ 
( ) 2.04 PLACE ON AFPECTBD-MWA 

.( ) 2.05 APPLY ICE CAP FILLED WITH CRUSHED OR FINELY CHOPPED 
ICE OVER COMPRESS 



3.00 EXTENT 



GENERAL STATEMENT OF 



Tj — or 




INT AND EXTENT OF RESULTING OUTCOME 



COLD WEgCC OMPllESS Ofe' ORDERED SOLUTION APPLIED TO 
AFFECTEDAKEA OF PATIENT TO APPROVAL OF PANEL OF 
REGISTERED NURSES.' TO BE COMPLETED WITHIN 10 
MINUTES WITH EACH STEP OF PROCEDURE JUDGED AS 
SATISFACTORY OR UNSATISFACTORY. 



( ) 3.02 WET GAUZE THOROUGHLY 

C ) 3.03 THOROUGHLY 

( ) 3.04 CORRECT AREA 

( ) 3.05 BAG NOT USED IF CONTRAINDICATIONS EXIST 



76 



ERIC 




MISQE NO. 



PROGRAM PPaPTTrAT. MU RSIHG, 
USOE GOOE NQ(S) 



DIVISION 12 
UNIT 02 
TERMOB NO. 



appT.TraTTnws , — 

COLD 

02-07fl 



1.00 CONDITION 



2»00 PERFORMANCE * 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



3.0 a EXTENT 



GENERAL STATEMENT 0^ EXTENT AND EXTENT OF RESULTING OUTCOME 



270 



ERIC 



MISOE NO. 



PROGRAM PRACTICAL NURSING 



DIVISION 13 MEDICATIONS 
UNIT 01 MEDICINE TRAY 

TERMOB NO. 02-079 



1.00 CONDITION 
\ 

1.01 
1.02 
1.03 
1.04 
1.05 
1.06 
1.07 
1.08 
1.09 



PATIENT 

CORRECTLY PREPARED MEDICINE CARDS 
PAPER TOWEL 

MEDICINE GLASSES OR DISPOSABLE CONTAINERS 

PITCHER OF WATER 

MINIM GRADUATE 

MEDICINE DROPPER 

STRAWS OR GLASS DRINKING TUBES 

MEDICINE TRAY OR CART 



1.10 MEDICATIONS NECESSARY 



2.00 PERFORMANCE 



ERIC 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 
T~5 2.01 PREPARE MEDICINE TRAY EMPLOYING THE FOLLOWING 
PROCEDURE : 




( ) 
( ) 



2.09 



2.10 
2.11 



WASH HANDS ' \ ■ 

concentrate: think of pouring MEDICINES, NOTHING ELSE 
MAKE SURE ALL MEDICINE TICKETS/CARDS ARE CORRECT 
AS MEDICATIONS ARE POURED, ARRANGE THEM ON TRAY 
ALL TABLETS AND CAPSULES FOR ONE PATIENT SHOULD ^ 

BE PLACED IN ONE CONTAINER J , 

AS BOTTLES ARE REMOVED FROM '"SHELF^ COMPARE LABEL 

WITH THE MEDICINE CARD; REPEAT THE PROCEDURE BEFORE 
MEASURING DRUG AND WHEN REPLACING BOTTLE ON SHELF 
TABLETS AND CAPSULES MAY BE DISPENSED BY USING BOTTLE 
CAP AND THEN DROPPING DRUG INTO MEDICINE -GLASS ; IF 
IT IS NECESSARY TO DIVIDE A TABLET, IT CAN BE CUT 
WITH A CLEAN AMPULE BL2U3E 
POUR LIQUID MEDICATIONS BY REMOVING THE BOTTLE CAP 
AND THEN . HOLDING IT IN YOUR HAND WHILE POURING - 
PLACING THUMBNAIL ON THE MARK INDICATING AMOUNT TO 
B^: POURED AND HOLDING THE MEDICINE GLASS OR MINIM 
GRADUATE AT EYE LEVEL, •POURING W^TH THE LABELED 
SIDE OF THE BOTTLE UPPERMOST TO PREVENT SOILING 
LABEL; ALL MIXTURES SHOULD BE SHAKEN WELL; AFTER 
POURING THE DRUG, THE LIP OF THE BOTTLE SHOULD BE 
WIPED CLEAN BEFORE BOTTLE IS RETURNED TO SHELF 
MEDICATION SHOULD BE PLACED WITH MEDICINE CARD 
ADMINISTER MEDICINE TRAY 



280 



MISOE NO. 



PROGRAM PRACTICAL NURSING DIVISION 13 MEDICATIONS 



15S0E CODE Na(S) UNIT 01 MEDlUxr^i:; 

^ ~~ TERMOB NO. 02-0 /a 



1* 00 CONDITION 



2.00 PERFORMANCE 

GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



281 



MISOE NO. 



PROGRAM PRACTICAL NURSING 



DIVISION 13- MEDICATIONS 
UNIT 



01 MEDICINE TRAY 



TERMOB NO. 02-079 



3.00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
T) 



3.01 



EACH PATIENT WILL RECEIVE THE CORRECT QUT^TITY OF, 
MEDICATION SPECIFIED ON HIS MEDICINE CARDi INSTRUC- 
TIONS FOLLOViED TO THE APPROVAL OF PANEL OF REGISTERED 
NURSES WITH EACH STEP OP PROCEDURE JUDGED SATISFACT- 
ORY OR UNSATISFACTORY, AND COMPLETED WITHIN 4 HOURS. 



"Trff2 THOROUGHLY ^ " ' ^: 

3.03 NURSE SHPULD NOT BE SPEAKING OR GIVE OTHER EVIDENCE 

OF INATTENTION 

3.04 ACCURATELY 

3.05 FOR CONVENIENT DISTRIBUTION 

3.06 ACCURATELY 

3.07 ANY ERRORS DETECTED BY NURSE AND CORRECTED 

3.08 MEDICINE NOT TOUCHED BY HANDS . 

3.09 ACCURATELY AND NEATLY ■ ' J * 

3.10 AS SOON AS IT IS POURED 

3.11 IMMEDIATELY AFTER ALL HAVE BEEN POURED 



ERIC 



2B2 



MISOE NO. 



PROGRAM PRACTICAL NURSING 
USOE CODE NO(S) 



DIVISION 13 MEDICATIONS \ 
UNIT 01 MEDICINE TRAY 



TERMOB NO. 02-079 



3.00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
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ERIC 



MISOE HO. 



PROGRAM t>RACTICAL NURSING DIVISION 13 MEDICATIONS 



UNIT 02 INJECTIONS 



TERMOB NO. 02-080 



1.00 CONDITION 

( ) 1.01 PROPERLY FILLED OUT MEDICINE CARDS 

( ) 1*02 STERILE AMPULE OF MEDICINE 

( ) 1.03 FILE 

( ) 1.04 SPONGE 

( ) 1.05 SYRINGE AND NEEDLE AND PLASTIC COVER 

( ) 1.06 TPAY 

( ) 1.07 RUBBER STOPPERED VITVL CONTAINING DRUG IN SOLUTION 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 
07 270l PREPARE MEDICATION FOR INJECTION FROM STERILE AMPULE 

EMPLOYING THE FOLLOWING PROCEDURE AND ASEPTIC TECHNIQUE: 



2.02 
2.03 

2.04 

2.05 
2.06 



( ) 2.07 



READ LABEL AND COMPARE CAREFULLY WITH MEDICINE CARD 
FILE AMPULE NECK IF NECESSARY, AND BREAK OFF AMPULE 
AT NECK 

INSERT NEEDLE INTO AMPULE AND WITHDRAW THE REQUIRED 

AMOUNT OF SOLUTION INTO THE SYRINGE 
REPLACE PLASTIC COVER OVER NEEDLE 

COMPARE MEDICINE CARD WITH MEDICATION POURED; PLACE 

SYRINGE ON TRAY WITH MEDICINE- CARD 
RECHECK LABEL/ DISCARD AMPULE 



3.00 EXTENT 



_^ , ^ ^ 

GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
Tl 57in PROPER MEDICATION ASEPTICALLY PREPARED FOR INJECTION 
FROM STERILE AMPULE TO THE APPROVAL OF PANEL OF 
REGISTERED NURSES. TO BE COMPLETED WITHIN 5 MINUTES 
WITH EACH STEP OF PROCEDURE JUDGED AS SATISFACTORY 
OR UNSATISFACTORY. 



ERIC 



1702 LABEL. AND CARD SHOULD AGREE 

3.03 CLEAN BREAK USING SPONGE 

3.04 CAREFULLY AND ACCURATELY 

3.05 SECURELY 

3.06 CARD AND MEDICATION SHOULD AGREE 

3.07 LABEL SHOULD AGREE 
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MISOE MO. 



PROGRAM PRACTICAL NURSING 
USOE CODE NO(S) ^ 



DIVISION 13 
UNIT 02 
TERMOB NO. 



MEDICATIONS 



INJECTIONS 








02-080 









1.00 CONDITION 



2.00 PERFORMANCE 

GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



3.00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 



ERIC 
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MISOE NO 



PROGRAM PRACTICAL NURSING 



DIVISION 13 
UNIT 02 
TERMOB NO. 



MEDICATIONS 



INjfiCTiONS 



02-081 



1.00 CONDITION 



1.01 
1.02 
1.03 
1.04 
1.05 



PROPERLY FILLED OUT MEDICINE CARDS 

ALCOHOL SPONGE 

DRUG IN SOLUTION, IN VIAL 

SYRINGE AND NEEDLE AND PLASTIC COVER 

TRAY 



2 . 00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 
; T~5 2701 PREPARE MEDICATION FOR INJECTION FROM DRUG "IN 
SOLUTION EMPLOYING THE FOLLOWING PROCEDURE AND 
ASEPTIC TECHNIQUE: 



Tl 275^ READ LABEL AND COMPARE CAREFULLY WITH MEDICINE CARD 
( ) 2.03 WASH STOPPER 

( ) 2.04 FILL SYRINGE WITH PROPER AMOUNT OF AIR 

( ) 2,. 05 INSERT NEEDLE INTO STOPPER AND INVERT BOTTLE, FORCE 

AIR OUT OF SYRINGE INTO BOTTLE 
( ) 2.06 WITHDRAW REQUIRED AMOUNT OF SOLUTION INTO SYRINGE; 

WITHDRAW NEEDLE AND REPLACE PLASTIC COVER OVER 

NEEDLE 

( ) 2.07 COMPARE MEDICINE CARD WITH MEDICATION POURED AND 

PLACE SYRINGE ON TRAY WITH MEDICINE CARD . 
( ) 2.08 RECHECK LABEL 



3.00 EXTENT 



ERIC 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
T~J 37in PROPER ^MEDICATION ASEPTICALLY PREPARED FOR INJECTION 
FROM DRUG IN SOLUTION TO APPROVAL OF -PANEL OF REGIS- 
TERED NURSES. TO\BE COMPLETED WITHIN 5 MINUTES WITH 
EACH STEP OF PROCEDURE JUDGED AS SATISFACTORY OR ' 
UNSATISFACTORY. \ 



17UT 
3.03 
3.04 
3.05 
3.06 
3.07 
3.08 



LABEL AND CARD AGREE 
THOROUGHLY, WITH ALCOHOL SPONGE 

ACCURATELY, EQUAL TO AMOUNT OF DRUG TO BE WITHDRAWN 
ALL AIR FORCED OUT OF SYRINGE 
ACCURATELY, WITHOUT CONTAMINATING NEEDLE 
CARD AND LABEL SHOULD AGREE ^ 
CARD AND LABEL SHOULD AGREE 



2Hi 



MTSOE NO. 



PROGRAM PRACTICAL NURSING 
USOE CODE NO{S)~ 



DIVISION 13 MEDICATIONS 
UNIT 02 INJECTIONS 

TERMOB NO. 



,02-081 



1.00 CONDITION 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



3.00 EXTENT 



GENERAL STATE 



mb4jt 



OF. EXTENT AND EXTENT OF RESULTING OUTCOME 
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ERIC 




MliiiOK NO. 



PIROGRAM PRACTICAL NURSING ^ DIVISION 13 MgDI CATIONS 



* 



UNIT 02 i ;njections 



TERMOB NO. p:)~0R2 ' 



1.00 CONDITION 



3 



'( ) 1.01 PROPERLY FILLED OUT MEDpttlNE ^ARDS 

{ ) 1.02 SYRINGE AND NEEDLE AND PLASTIC COVER 

( ) 1.03 TRAY 

( ) 1.04 pRUG IN FORM OF A PILL 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 
{ ) 2.01 PREPARE MEDICATION FOR INJECTION FROM PILL FOLLOWING 
ASEPTIC TECHNIQUES AND EMPLOYING THE FOLLOWING PRO- 
CEDURE : 



J 



■7-J ITTTS READ LABEL AND COMPARE CAREFULLY WITH MEDICINE CARD 

( ) 2.03 PLACE MEDICATION IN BARREL OF SYRINGE AND INSERT 
PLUNGER 

( ) 2.04 REMOVE REQUIRED AMOyNT OF STERILE WATER FROM VIAL 

2.05 SHAKE SYRINGE 
( ) 2.06 REPLACE PLASTIC COVER OVER NEEDLE 
( ) 2.07 COMPARE MEDICINE CARD WITH MEDICATION POURED AND 

PLACE SYRINGE ON TRAY WITH MEDICINE CARD 
( ) 2.08 RECHEGK LABEL 



3.00 EXTENT 



GENERA L STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 

T*) 01 — PROPER MEDICATION PREPARED FOR INJECTION FROM PILL 

ASEPTICALLY TO THE APPROVAL OF PANEL OF REGISTERED 
NURSES. TO BE COMPLETED WITkiN 5 MINUTES WITH EACH 
STEP OF PROCEDURE JUDGED AS SATISFACTORY OR UN- 
SATISFACTORY. 



Xry^ LABEL AND CARD AGREE 

3.03 SATISFACTORILY 

3.04 S AT3;S«'ACT0RI LY 

3.05 GENTLY, TO AID IN DISSOLVING PILL 

3.06 CAREFULLY 

3.07 ACCURATELY « . , ^ 

3.08 ACCURATELY *^ O O 



ERIC 



MISOE NO. 



PROGIIAM PRACPlCAIi NURSING 
USOB CODE NO{S) 



DIVISION 13 MEDICATIONS 
UNIT 



02 TN-'^<"-'r^QNS 



TEKMOB NO., nt>-nft2 



1.00 CONDITION 



2.00 PERFORMANCE 

GENERAL STATEMENT OF PERFORMANCE AND RESULT ING OUTCOME 

i 



3.00 EXTENT 



RFKERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 



ERIC 
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- r...lj-.-.^» ■w^-'....-^-v..- .-.i.^t.-ut.... 



MISDE NO. 



PROGRAM PRACTICAL NU RSING 



DIVISION 13 MEDICATIONS 
UNIT- 02 INJECTIONS 



TERMOB NO. 02-083 



1.00 


CONDITION 






( ) 1. 


01 


STUDENT 




( ) 1. 


02 


PATIENT 




( ) 1. 


03 


STERILE SYRINGE 




{ ) 1. 


04 


STERILE #25 HYPODERMIC NEEDLE' 




{ ) 1. 


05 


ALCOHOL SPONGES 




( ) 1. 


06 


MEDICATION ORDERED 




{ ) 1. 


07 


MEDICATION CARD AND TRAY 




( ) 1. 


08 


KARDEX 




( ) 1.09 


MEDICATION CARD 




( ) 1. 


10 


^ CHART AND PEN 


2.00 


PERFORM 


ANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTGO 
7~J 270T ADMINISTER SUBCUTANEOUS (HYPODERMIC) INJE 



ION 



EMPLOYING THE FOLLOWING PROCEDURE: 



2.02 READ KARDEX AND MEDICATION CARD FOR ORDER 

2.03 WASH HANDS AND OBTAIN EQUIPMENT 

2.04 OPEN PACKAGE CONTAINING SYRINGE 

2.05 INSERT PLUNGER INTO BARREL OF SYRINGE IF NECESSARY 

2.06 PLACE NEEDLE ONTO TIP OF SYRINGE 

2.07 PREPARE MEDICATION 

2.0 8 RECHECK ORDER FOR MEDICATION 

2.09 PLACE SYRINGE ON TRAY; PLACE ALCOHOL SPONGE ON TRAY 

2.10 CARRY TO BEDSIDE, EXPLAIN PROCEDURE TO PATIENT 

2.11 CLEANSE SITE WITH ALCOHOL SPONCTl 

2.12 HOLD SYRINGE '^RTXCKLLY AND EXPEL AIR 

2.13 GRASP THE FLESH 

2.14 INSERT NEEDLE THROUGH SKIN, BEVEL UP, WITHDRAW NEEDLE 

SLIGHTLY AND. PULL BACK ON PLUNGER 

2.15 INJECT SOLUTION, RELAXING GRASP ON SKIN 

2.16 HOLD SKIN DOWN ABOVE SITE, REMOVE NEEDLE AND MASSAGE 

SKIN WITH ALCOHOL SPONGE 

2.17 REMOVE EQUIPMENT FROM UNIT 

2.18 CHART INFORMATION 

2.19 CLEAN EQUIPMENT AND RETURN 

290 
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MISOE NO. 



PROG^^ PRACTICAL NURSING 
USOE CODE NO(S) 



DIVISION 13 MEDICATIONS 
UNIT 



02 INJECl'IONS- 



TERMOB NO. 02-0 B J 



1.00 CONDITION 




0 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING. OUTCOtffi! 
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PROGRAM PRACTICAL NURSING 



DIVISION 13 MEDICATIONS 
UNIT 



02 INJECTIONS 



TERMOB NO. 02-083 (CONT.) 



3.00 EXTENT 



J' 



/ 



/ 



(GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
/Tl 3701 PROPER MEDICATION INJECTED UNDER SKIN TO APPROVAL OF 
' PANEL OF REGISTERED NURSES. TO BE COMPLETED WITHIN 

5 MINUTES WITH EACH STEP OF PROCEDURE JUDGED'^AS 
I _ SATISFACTORY OR UNSATISFACTORY. 



3.03 
3.04 
3.05 
3.06 

3.07 
3.08 
3.09 
3.10 
3.11 
3.12 
3.13 

3.14 

3.15 
3.16 
3.17 
3.18 



( ) 3.19 



CORRECT ORDER READ 

HANDS WASHED THOROUGHLY AND CORRECT EQUIPMEIJT OBTAINED 
SYRINGE NOT CONTAMINATED 

PLUNGER AND TIP OF BARREL NOT CONTAMINATED 
NEEDLE TIGHTENED BY GRASPING HILT AND MAKING QUARTER 
TORN 

MEDICATION PREPARED CORRECTLY 

NECESSARY SLIPS MADE OUT IF SEDATIVE OR NARCOTIC 
IN A COMPETENT AND PROFESSIONAL MANNER 
IN A COMPETENT AND PROFESSIONAL MANNER 
SITE CLEANSED THOROUGHLY 

AIR EXPELLED UNTIL FLUID COMES TO POINT OF NEEDLE 
FLESH FIRMLY GRASPED BETWEEN THUMB AND FIRST FINGER AT 

SELECTED SITE, DRAWING IT UP AND AWAY FROM BONE 
NEEDLE INSERTED QUICKLY AT 45"" ANGLE; NEEDLE NOT IN 

BLOOD VESSEL 
SOLUTION INJECTED SLOWLY 
NEEDLE REMOVED QUICKLY 
ALL EQUIPMENT REMOVED 

ALL INFORMATION CHARTED CORRECTLY INCLUDING TIME, 
MEDICATION, AMOUNT, METHOD AND SITE OF INJECTION, 
AND ANY UNTOWARD REACTIONS 

CLEAN EQUIPMENT RETURNED TO PROPER PLACE 



% MISOE NO. 



PROGRAM PRACTICAL NURSING 



USOE CODE Nd(S) 



DIVISION 13 MEDICATIONS 
UNIT ~ ' 



02 INJECTIQNS 



TERMOB NO. 02-083 (CONT. ) 



3.00 EXl-ENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 



/ 



29,1 



o 
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MISOE NO. 



PROGRAM PT?arTTrRT . nttpstng 



DIVISION 13 



MEDICATIONS 



1.00 CONDITION 



1.01 
1.02 
1.03 
1.04 
1.05 
1.06 
1.07 
1.08 



UNIT 



02 



TERMOB NO. 




STUDENT 

PATIENT , ^ *. 

STERILE SYRIIIGE 

STERILE #22 HYPODERMIC NEEDLE 

ALCOHOL SPONGES 

MEDICATION ORDERED 

MEDICATION CARD AND TRAY 

CHART 



2.00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 

XI 2.61 . ADMINISTER INTRAMUSCULAR INJECTION EMPLOYING THE 

FOLLOWING PROCEDURE: 



2,62 READ KARDEX AND MEDICATION CARD FOR ORDER 7^ 

2.03 WASH HANDS AND OBTAIN EQUIPMENT 

2.04 OPEN PACKAGE CONTAINING SYRINGE 

2.05 INSERT PLUNGER INTO BARREL OF SYRINGE IF NECESSARY 

2.06 PLACE NEEDLE ONTO TIP OF SYRINGE 

2.07 PREPARE MEDICATION 

2.08 RECHECK ORDER FOR MEDICATION 

2.09 PLACE SYRINGE ON TRAY; PLACE ALCOHOL SPONGE ON TRAY 

2.10 CARRY TO BEDSIDE, EXPLAIN PROCEDURE TO PATIENT CAREFULLY 

2.11 CLEANSE SITE ON UPPER OUTER QUADRANT OF EITHER BUTTOCK 

2.12 "^HOLD SYRINGE VERTICALLY AND EXPEL AIR 

2.13 SPREAD TISSUI3 AND INJECT NEEDLE 

2.14 WITHDRAW PLUNGER SLIGHTLY TO DETERMINE POSSIBLE PRESENCE 

OF NEEDLE IN A B£00D VESSEL 

2.15 INJECT SOLUTION 

2.16 HOLD SKIN DOWN ABOVE SITE, REMOVE NEEDLE AND MASSAGE 

SKIN WITH ALCOHOL SPONGE 

2.17 REMOVE EQUIPMENT FROM UNIT 

2.18 CHART INFORMATION 

2.19 CLEAN EQUIPMENT AND RETURN 



ERIC 
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MiMiMiiiiiiiilM 



PROGRAM PRACTICAL NURSING 
ISOE CODE NO(S) 



I. 00 CONDITION 



2.00 PERFORMANCE 

GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



^ . _ ........ 

ERJC 



MISOE NO. 



DIVISION 13 MEDICATIONS 



UNIT 02 
TBRMOB NO. 



INJECTIONS 
"02-084~~" 



29n 



MISOE NO. ' 



PROGRAM 



PRACTICAL NURSING 



DIVISION 13 MEDICATIONS 
UNIT 02 TNJ1?CTI0NS ^ 

TBRMOB NO. C\7^afiA fCONT. 



3.00 EXTENT 



I GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
I XI 3701 PROPER MEDICATION INJECTED INTO UPPER OUTER QUADICANT 
I OF BUTTOCK TO l^PROVAL OF PANEL OF REGISTERED NURSES. 

' TO BE COMPLETED WITHIN 10 MINUTES WITH EACH STEP OF 

PROCEDURE JUDGED AS SATISFACTORY OR UNSATISFACTORY. 



3.02 
3.03 
3.04 

3.05 
3.06 

3.07 
3.08 
3.09 
3.10 
3.11 
3.12 
3.13 

3.14 
3.15 
3.16 
3.17 
3.18 



( ) 3.19 



ORDER READ CORRECTLY 

HANDS WASHED THOROUGHLY mD CORRECT EQUIPMENT OBTAINED 
SYRINGE NOT CONTAMINATED IN PROCESS 
PLUNGER AND TIP OF BARREL NOT CONTAMINATED 
NEEDLE TIGHTENED BY GRASPING HILT AND MAKING QUARTER 
TURN 

MEDICATION T>REPARED CORRECTLY 

NECESSARY SLIPS FILLED OUT IF SEDATIVE OR NARCOTIC 
IN A PROFESSIONAL AND COMPETENT MANNER 
IN A PROFESSIONAL AND COMPETENT MANNER 

SITE CHOSEN AND CLEANSED CORRECTLY WITH ALCOHOL SPONGE 
AIR EXPELLED/ UNTIL FLUID COMES TO TIP OF NEEDLE 
SKIN STRETc/eD taut WiaST THUMB , AND INDEX FINGER; 

NEEDLE Al/ 90" ANGLFTO SKIN 
IN A PROFESSIONAL MT3 COMPETENT MANNER 
SOLUTION IlWtECTED SLOWLY 
NEEDLE REMOVED QUICKLY 
ALL EQUIPMENtXrEMQvED 

ALL INFORMATIOfKeHARTED CORRECTLY INCLUDING TIME, 
MEDICATION, AMOUNT, METHOD AND SITE OF INJECTION, 
AND ANY UNTOWARD REACTIONS 

CLEANSED THOROUGHLY AND RETURNED TO PROPER PLACE 



ERIC 



29G 



MISOE NO. 



PROGRIVM PRACTICAL NURSING 
OSOE CODE miS) 



DIVISION 13 MEDIATIONS 
UNIT . 02 INJECTIONS 
TBRMOB NO.^ 



3.00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
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. MISOE NO. 



PROGRAM PRAPTTrAT. NTmqTMn 



DIVISION 14 THE DYING AND 

THE DEAD 

UNIT 01 POST MORTEM CABE 

TERMOB NO, ' 



,Q2-'Q.85 



1.00 CONDITION 



1.01 MEDICAL MANNEQUIN 

1.02 RECENTLY DECEASED PATIENT 

1.03 CHART 

1.04 BATH EQUIPMENT 

1.05 POST MORTEM PACK CONTAINING SHROUD AND THREE 
/ IDENTIFICATION TAGS 

(I) 1.06 DRESSINGS - P.R.N. 



2*^0 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 
Tl 270l GIVE POST MORTEM CARE EMPLOYING THE FOLLOWING 



PROCEDURE: 



2.02 UPON DEATH OP A. PATIENT, NOTIFY CHARGE NURSE 

2.03 STRAIGHTEN THE BODY, LOWER BACK REST AND ELEVATE HEAD 

2.04 CLOSE EYELIDS; REPLACE DENTURES 

2.05 CHANGE DRESSING WOUND - P.R.N. 

2.06 REMOVE DRAINAGE TUBES, CATHETERS, ETC. 

2.07 BATHE BODY IF SOILED 

2.08 REMOVE ALL JBWELRY--AND VALUABLES? LABEL AND SEND TO 
OFFICE I ■ 

2.09 WRITE IDENTIFICATION TAGS 

2.10 PLACE DECEASED ON SHROUD SHEET; ATTACH AN IDENTIFICA- 
TION TAG ON GREAT TOE 

2.11 WRAP BODY IN SHEET AND PLACE ONE TAG ON OUTSIDE OF 
SHROUD ^ 

2.12 WRAP AND TAG CLOTHING TO BE SENT WITH BODY TO MORGUE 

2.13 PLACE BODX ON STRETCHER AND COVER WITH BLANKET; TAKE 

BODY TO MORGUE 

( ) 2.14 IF NO. AUTOPSY- IS TO BE DONE OR IF BODY IS TO BE TAKEN 
WlTHflN A SHORT TIME, LEAVE ON STRETCHER WITH BLOCK ' 
UNDER HEAD; IP AUTOPSY IS TO BE PERFORMED, PLACE 
BODY ON TABLE WITH BLOCK UNDER HEAD; IF STILLBORN, 
INFANT OR CHILD OR IF THE BODY IS TO REMAIN FOR AN 
EXTENDED TIME, PLACE IN REFRIGERATOR 

( ) 2.15 COMPLETE THE CHART 

2B6 



ERIC 



MISOE NO. 



PROGRAM PRACTICAL NURSING 



USOE CODS NO(S) 



DIVISION 14 THE DYING AND 
UNIT 



THE DEAD 



01 POST MORTEM CARE 



TERMOB NO. 



02-085 



1.00 CONDITION 



. 00 PERFORMANCE 



GENERAL STATEMENT OF PERFORMANCE AND RESULTING OUTCOME 



\ 



ERIC 



MISOE NO. 



PROGRAM PRACTICAL NURSINC 



DIVISION 14 THE DYING AND. 

THE/ DEAD 

UNIT 01 POST MORTEM CARE 



TERMOB NO. 02-085 (CONT.) 



3.00 EXTENT 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
Tl 3701 BODY AND POSSESSIONS PROPERLY IDENTIFIED AND 

RESPECTFULLY CARED FOR TO THE APPROVAL OF PANEL 
OF REGISTERED NURSES. TO BE COMPLETED WITHIN 30 
MINUTES' WITH EACH STEP OF PROCEDURE JUDGED AS 
SATISFACTORY OR UNSATISFACTORY. 



Tr5"2 PROMPTLY 

3.0 3 BODY STRAIGHT; PILLOW UNDER HEAD 

3.04 EYELIDS CLOSED AND DENTURES PLACED CORRECTLY 

3.05 NEATLY. 

3.06 ALL TUBES REMOVED 

3.07 RESPECTFULLY 

3.08 ACCURATELY AND THOROUG&LY 

3.09 ACCURATELY AND NEATLY INCLUDING PATIENT'S NAME, ROOM 

NUMBER, DOCTOR'S NAME, HOSPITAL AND TIME OF DEATH 

3.10 SECURELY 

3.11 .SECURELY 
3,IZ SECURELY 

3.13 CLOSE DOORS FACING CORRIDOR TO BE PASSED AND OBTAIN 

ELEVATOR 

3.14 BODY LEFT IN CORRECT PLACE IN MORGUE 

3.15 INFORMATION ACCURATE AND CHARTED CORRECTLY INCLUDING 

TIME OF DEATH, BY WHOM PRONOUNCED DEAD, ANYTHING 
UNUSUAL CONNECTED WITH DEATH, POST MORTEM CARE 
GIVEN, AND SIGNATURE ^ 0- 
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ERIC 



MISOE NO. 



PROGRAM PRACTICAL NURSING 
USOE CODE NO(S) 



DIVISION 14 
UNIT 01 
TERMOB NO. 



THE DYING AND 
THE DEAD 

POST MORTEM CAR£" 
02-085 (CQNT.y 



3.00 EXTENT, 



GENERAL STATEMENT OF EXTENT AND EXTENT OF RESULTING OUTCOME 
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Table T-4 Additional TERMOB Performance Statements 



This form is provided for the addition of TEjlMOB performance 
statements to ensure more complete coverage of your program. Please 
provide a comprehensive performemce statement (coded 2.01 on each 
TERMOB) for each area of deficiency that you have identified. 

The performemiSe statement need only be listed identified by 
the division and unit nvunbers of the deficient^ areas; the conditions 
and extents will be incorporated later. 



1. Division^ 
Unit 



Performance Statement 



2. Division^ 
Unit 



Performance Statement 



3. Division 
Unit 



Performance Statement 



4. Division^ 
Unit 



Performemce Statement 



5* Division^ 
Unit 



Performance Statement 



6 • Division Performemce Statement 

ynit_ * 



X. Division 

Unit 



2. Division 
Unit 



3. Divisiofo 
Unit 



»4. Division 

Unit 



5, Division 
Unit 



6. Division 
Unit 



7. Division 
Unit 



ERIC 



Performance Statement 



Performance Statement 



Performance Statement 



Performance Statement 



Perfonnance Statement 



Performance Statement 



Perfoirmemce Statement 
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Table T-4 (Cont'd) Additional TERMOB Performance Statements 



Thia form is/ provided for the addition of TERMOB performance 
statements to ensure more contplete coverage of your program. Please 
provide a conprehensive performance statement (coded 2.01 on each 
TERMOB) for each area of deficiency' that you have identified. 

The performance statement need only be listed identified by 
the division and unit ntunbers of the deficient areas; the conditions 
eaid extents will be incorporated later. 



8. Division_ 
Unit 



Performance Statement 



9 . Division^ 
Unit 



Performance Statement 



10. 



-Division_ 
Unit 



Perfoniumce Statement 



11. 



Division_^ 
Unit 



Perf ozmance Statement 



12. 



Division_ 
Unit 



Performemce Statement 



13. Divisioa_ 
Unit 



Performance Statement 



o 

ERIC 



8. Dxvision_ 
Unit 



9. 



Divislon_ 
Unit 



10.' Division_ 
Unit. 



11. Dlvision^^ 
Unit 



12. Division_ 
Unit 



13. DivisiDn^ 



14. Division_ 
Unit 
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Performance Statement 



Performance Statement 



Performance St^itement 



Performianoe Statement 



Perfozrm2mce Statement 



Performance Statement 



Performance Statement 



T-221 
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PROGRAM: 
TERMOB NO. 

. 02-001 
02-002 
02-003 
02-004 
02-005 
02-006 
02-007 
02-008 

02-009 
' 02-0X0 
02-011 
02-012 
02-013 
02-014 
02-015 
02-016 
02-017 
02-018 
02-Old 
02-020 
02-021 
02-022 
02-023 

02-024 
02*025 

02-027 



INDEX OF TERMOB STATEMENTS.: 
PRACTICAL NURSING 

PAGE 

POSITION PATIENT IN BED T-12 

ASSIST PATIENT FROM BED TO CHAIR T-14 

ASSIST PHYSICIAN IN APPLYING TRACTION TO LEG T-16 

MAKE AN OPEN BED T-18 

MAKE AN .ANESTHESIA RECOVERY BED T-22 

MAKE AN OCCUPIED BED T-26 

CLEAN A UNIT T-30 
RELIEVE PRESSURE ON PATIENT'S BUTTOCKS 

WITH RUBBER RING T-32 

RELIEVE PRESSURE ON BONY PROMINENCE T-34 

CONSTRUCT A BED CRADLE T-36 

IMMOBILIZE A PART BY" USE OF SANDBAGS T-38 

ADMIT A PATIENT T-40 

DISCHARGE A, PATIENT ^ T-44 

RECORD INFORMATION T-46 

TAKE ORAL TEMPERATURE , ' T-48 

TAKE AXILLARY "TEMPERATURE T-50 

TAKE RECTAL TEMPERATURE - * T-52 

TAKE PULSE * T-54 

TAKE APICAL RADIAL PULSE T-56 

MEASURE THE RESPIRATION T-58 

TAKE BLOODL PRESSURE ' T-€0 

MEAGRE INTAKE AND OUTPUT ♦ T-62 
PREPARE PATIENT FOR GENERAL PHYSICAL 

•EXAMINATION ^ ^ T-66 

PREPARE PATIENT FOR VAGINAL EXAMINATION T-68 

ADMINISTER TUB BATH T-70 

GIVE A BED BATH " T-74 

ADMINISTER' AFTERNOON CARE Tr78 

' :.-.-.,jyj4^I,j^jyjjy||g^^^ ................... . 



02-004 MAKE AN OPEN BED T-18 

02-005 MAKE AN ANESTHESIA RECOVERY BED T-22 

02-006 MAKE AN 0CCU^>IED BED T-26 

02-007 CLEAN A UNIT T-30 

02-008 RELIEVE PRESSURE ON PATIENT'S BUTTOCKS 

WITH RUBBER RING ^ T-3S 

02-009 RELIEVE PRESSURE ON BONY PROMINENCE T-34 

02-010 CONSTRUCT A BED CRADLE T-36 

02-011 IMMOBILIZE A PART BY USE OF SANDBAGS T-38 

02-012 ADMIT A PATIENT T-40 

02-013 DISCHARGE A PATIENT T-44 

02-014 RECORD INFORMATION T-46 

02-015 TAKE ORAL TEMPERATURE T-48 

02-016 TAKE AXILLARY TEMPERATURE T-50 

02-017 TAKE RECTAL TEMPERATURE T-52 

02-018 TAKE PULSE T-54 

02-019 TAKE APICAL RADIAL PULSE T-*56 

02-020 MEASURE THE RESPIRATION T-58 

02-021 i TAKE BLOOD PRESSURE ' T-60 

02-022 MEASURE INTAKE AND OUTPUT T-62 

02-023 PREPARE PATIENT FOR GENERAL PHYSICAL 

EXAMINATION T-66 

02-024 PREPARE PATIENT FOR VAGINAL EXAMINATION T-68 

02-025 ADMINISTER TUB BATH T-70 

02-026 GIVE A BED BATH T-74 

02-027 ADMINISTER AFTERNOON CARE T-78 

02-028 ADMINISTER EVENING CARE T-80 

02-029 ' COMB THE HAIR T-82 

02-030 GIVE A HEAD SHAMPOO T-84 ' 

02-031 ADMINISTER CARE OF THE BACK T-88 

02-032 ADMINISTER SPECIAL MOUTH CARE T-90 

02-033 ' CARE FOR DENTURES T-92 
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PROGRAM: 
TERMOB NO. 
02-034 
02-035 
02-036 
02-037 
02-038 
02-039 
02-040 
0 2-041 



ERIC 



02-042 
02-043 
02-044 
02-045 
02-046 
02-047 
,02-048 
02-049 
02-050 
02-051 
02-052 
02-053 
02-054 
02-055 
02-056 
02-057 
02-058 
02-059. 
02-060 
02-061 
02-062 
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INDEX OF TERMOB STATEMENTS (CONT'D) 

Q. -J 

PRACTICAL NURSING 



GIVE A VAGINAL DOUCHE 
SHAVE AND CLEANSE THE SKIN 
FEED PATIENT 
GIVE AND REMOVE A BEDPAN 
GIVE AND REMC^E A URINAL 
CATHETERIZE A FEMALE 
CATHETERIZE A MALE PATIENT 

C ATHETERIZE FE MALE PATIENT WITH FOLEY CATHETER 
CATHETERIZE MALE PATIENT WITH FOLEY CATHETER 
IRRIGATE PATIENT 
IRRIGATE FOLEY CATHETER 
PERFORM A COLOSTOMY IRRIGATION 
GIVE FLEET ENEMA 

GIVE A RETENTION ENEMA * 
GIVE A CLEANSING (EVACUATING) .ENEMA 
INSERT RECTAL TUBE 
IRRIGATE THE THROAT 
IRRIGATE THE EYE 

INSTILL EYE DRUG AND EYE OINTMENT 
ADMINISTER INHALATION 
ADMINISTER CROUPETTE INHALATION 
COLLECT STOOL SPECIMEN 
COLLECT A CLEAN VOIDED URINE SPECIMEN 
COLLECT 24 HOUR URINE SPECIMEN 
COLLECT SPECIMEN FOR DIAGNBX BLUB TEST 
COLLECT SPOTBM SPECIMEN 
^RPORM URINE SUGAR W^ALYSIS 
PERFORM BENEDICT'S SUGAR AND ACETONE TESTS 



APFLY AN ACE BANDAGE 



PAGE 
T-94 
T-98 
T-lOO 
T-102 
T-106 
T-108 
T-110 
T-112 
T-^14 
T-116 
T-118 
T-120 
T-122 
T-124 
T-128 
T-132 
T-134 
T-136 
T-138 
T-140 
T-142 
T-146 
T-148 
T-150 
T-152 
T-154 
T-156 
T-158 
T-162 



02-038 


GIVE AND REMOVE A URINAL 


T-106 


02-039 


CATHETERIZE A FEMALE 


T-108 


02-040 


CATHETERIZE A MALE PATIENT 


T-110 


02-041 


CATHETERIZE FEMALE PATIENT WITH FOLEY CATHETER 


T-112 


02-042 


CATHETERIZE MALE PATIENT WITH FOLEY CATHETER 


T-114 


\ 02-043 


IRRIGATE PATIENT 


T-116 


02-044 


IRRIGATE FOLEY CATHETER \ 


T-118 


02-045 


PERFORM A COLOSTOMY"IRRIGATION 


T-120 


02-046 


GIVE FLEET ENEMA 


T-122 


02-047 


GIVE A RETENTION ENEMA 


T-124 


02-048 


GIVE A CLEANSING (EVACUATING) ENEMA 


T-128 


; 02-049 


INSERT RECTAL TUBE 


T-132 


02-050 


IRRIGATE THE THROAT 


T-134 


rt *> ^ n K 1 


TPPTflATF THP FVE 


T-136 


1 U<— UoJ. 






02-052 


INSTILL EYE DRUG AND EYE OINTMENT 


T-138 


02-053 


ADMINISTER INHALATION 


T-140 


02-054 


ADMINISTER CROUPETTE INHALATION 


T-142 


! 02-055 


COLLECT STOOL SPECIMEN 


T-146 


02-056 


COLLECT A CLEAN VOIDED URINE SPECIMEN 


T-148 


02-057 


COLLECT 24 HOUR URINE SPECIMEN 


T-150 


02-058 


COLLECT SPECIMEN FOR DIAGNBX BLUE TEST 


T-152 


02-059 


COLLECT SPUTEM SPECIMEN 


T-154 


" 02-060 


PERFORM URINE SUGAR ANALYSIS 


T-156 


02-061 


PERFORM BENEDICT'S SUGAR AND ACETQNE TESTS 


T-158 


02-062 


APPLY AN ACE BANDAGE 


T-162 


02-063 


CONSTRUCT A SLJNG 


T-164 


02-064 


APPLY STRAIGHT BINDER 


T-166 


02-065 


APPLY SCULTBTUS BINDER 


T*168 


02-066 


APPLY T-BINDER 


T-170 


02-067 


APPLY BREAST BINDER 


T-172 


02-068 


CHANGE SURGICAL DRE&SING 


T-174 
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PROGRAM: 
TERMOB NO. 
. 02-069 
02-070 
02-071 
02-072 
02-073 
02-074 
02-075 
02-07r " 
02-077 
02-078 
02-079 
02t080 

02-081 

02-082 



02-083 
02-084 
02-085 



INDEX OF TERMOB STATEMENTS (CONT'D) 

PRACTICAL -NURSING- 

CLEANSE. THE PERINEUM 
DRESS INFECTED WOUND 
CHANGE A COLOSTOMY DRESSING 
APPLY HOT WATER BOTTLE 
APPLY HOT WET COMPRESS 
ADMINISTER SITZ BATH 

APPLY HYDROCOLLATOR PACK USING COVER 

' GIVE AN A LCOHOL-SPON G E BATH 

APPLY ICE BAG 

APPLY COLD WET COMPRESS 

PREPARE MEDICINE TRAY 

PREPARE MEDICATION FOR INJECTION FROM 
STERILE AMPULE 

PREPARE MEDICATION FOR INJECTION FROM DRUG 
IN SOLUTION 

PREPARE MEDICATION FOR INJECTION FROM PILL 

ADMINISTER SUBCUTANEOUS (HYPODERMIC) INJECTION 

ADMINISTER INTRAMUSCULAR INJECTION 

GIVE POST MORTEM CARE 



PAGE 

T-176 

T-178 

T-180 

T-182 

T-184 

T-186 

T-188 

-T-i&e- 



T-194 
T-196 
T-198 

T-202 

T-204 
T-206 
T-208 
T-212 
T-216 
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